( C ) 


Regn . No . KERBIL /2012 / 45073 

dated 5 -9 - 2012 with RNI 
Reg. No .KL/ TV (N )/634/2015 -17 


सत्यमेव जयते 


കേരള സർക്കാർ 
Government of Kerala 

2016 


GOVERNN 


കരള 


a 


mu 


o 


VMENT OF 


KERALA 


കേരള ഗസററ് 

KERALA GAZETTE 
ആധികാരികമായി പ്രസിദ്ധപ്പെടുത്തുന്നത് 


PUBLISHED BY AUTHORITY 


beijo 5 


തിരുവനന്തപുരം, 

- ചൊവ്വ 


2016 (WINOMÔ 13 
13th December 2016 

1192 colho 28 
28th Vrischikam 1192 


നമ്പർ 


Vol. V 


No. 


Thiruvananthapuram , 

Tuesday 


1938 GOLDONOWMO 22 
22nd Agrahayana 1938 


PART III 
Stores Purchase 


participate in the tender. e- Tender document and other 
details can be obtained from the above e - portal. 
The bidder should be able to hid and supply all the items 
of the e- tender and ensure 3 year warranty conditions and 
also the quality of the items supplied . The tender timeline 
is available in the critical date section of this tender 
published in www .etenders .kerala. gov.in . 


Agriculture Development and Farmers 

Welfare Department 
Notice inviting e-tender for the Procurement of Global 

Positioning Systems (GPS ) 
No . CC (297 /2016 /e- tender 5/2016 -17. 

17th November 2016 . 
e - Tenders in two cover system are invited from 
reputed firms for the Supply , Installation , Testing , 
Commissioning and maintenance of Global Positioning 
Systems (GPS ) (Including warranty for three years 
and continued AMC for the next two years ) under 
the scheme National Mission on Sustainable 
Agriculture — Implementation of Soil Health Card Scheme 
2014 - 15 to all Principal Agricultural Officers in 
the 14 Districts of the Agriculture Department in Kerala 
State. The tender is to be submitted as e-tenders through 
https:// etenders.kerala . gov.in . Since this is an e -tender, 
only those bidders who have enrolled in the above portal 
with their own Digital Signature Certificate (DSC ) can 


The tender has two parts : 

1. Technical Bid. 
2 . Financial Bid ( BOQ ). 


Tender Number with PAC — CC ( 2 ) 7 / 2016 / e -tender 
5/2016 -17/SN — 65 .5032 Lakhs. 


Document sale start date — 19 - 11 -2016 . 


Document sale end date19 - 12 - 2016 . 


Bid Submission start date — 19 -11-2016 . 

Last date and time of receipt of e -tender 
19 -12-2016 , 5 p . m . 
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Date and time of opening of e-Tender : 

1. Technical Bid - 23 - 12 - 2016 , 11 a . m . 

2. Financial Bid — 29-12-2016 , 11 a. m . 
Cost of e- Tender (Online submission )- 9,900 + 
VAT @ 5 %. 


Date up to which the rates are to remain firm for 
acceptance — 31 - 3 -2017 . 


E . M . D . — 1 % of PAC (Minimum 1,500 ) through 
online payment. 

Security Deposit — 5 % of total contract amount 
inclusive of E . M . D . is to be furnished on receipt of 
supply orders . 

Period of Supply — Within 30 days of receipt of 
supply order. 

The bidder desiring to take part in the bid shall log 
into https://etenders.kerala. gov.in / and then select tender 
and initiate payment. Bidders will be directed to the 
payment gateway page of the State Bank of Travancore. 
There are two options — (1 ) State Bank of Travancore 
( SBT Net banking payment) and (2 ) Payment through 
NEFT from other banks to the payment gateway of SBT . 


The price of the e- tender form shall be received only 
through online payment-SBT/NEFT from other banks. 

Scanned copy of the agreement in the prescribed 
format in Kerala Stamp paper worth 200 should be 
submitted online and original to the undersigned before 
the opening of the e- tender. 

The cost should be quoted in Indian currency only. 

Details with respect to the e -tender and the details 
of specifications of the item to be purchased can be 
obtained from the e -tender website https :// 
etenders.kerala .gov. in 

The Purchase committee headed by The Additional 
Director of Agriculture (Planning) will scrutinize the 
tenders received and will be finalized after getting suitable 
sanction from the Government of India . The decision of 
the Director of Agriculture will be final for the award of 
the contract after suitable sanction procedures . 

The right of acceptance or rejection of e -tender 
without assigning any reason is solemnly vested with the 
Chief Soil Chemist . 

The rules and regulations prescribed for e -tenders by 
the Government of Kerala shall be applicable to this 
e - tender also . 

Any legal disputes that may arise in relation to the 
e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court, Communications to be 
addressed to The Chief Soil Chemist, Central Soil and 
Plant Health Centre , Parottukonam , Nalanchira P . O ., 
Thiruvananthapuram , Pincode -695 015 , Phone : 0471 
2530578 , E -mail : Chiefsoilchemist @ gmail.com 


For obtaining digital signature certificate (DSC ) and 
necessary portal enrolment bidders can visit the website 
https :// etenders .kerala. gov. in / 


Central Soil and Plant Health Centre , 
Parottukonam , 
Thiruvananthapuram -695 015 , 
Phone : 0471 -2530578, 
Email : chiefsoilchemist @ gmail .com 


(Sd.) 
Chief Soil Chemist. 


ദർഘാസ് പരസ്യം 


MMS 2000. 21 . 24 . 40 / 2016 – 17 . 


2016 686SIM8 27. 


The e - tenders submitted by the competent dealer/ 
supplier should definitely contain a scanned and signed 
copy of the Compliance Statement for Procurement of 
Global Positioning System (GPS) in Annexure - II intended 
for supply along with the original directly to this office 
before the last date of receipt of the e - tender. The 
financial bid belonging to those dealers/suppliers who 
qualified the technical bid of the instrument required by 
Agriculture Department alone will be considered . 

Soon on opening the technical bid of e- tenders , the 
technical committee constituted to evaluate the technical 
aspects of the Equipment will meet and scrutinize the 
technical specification of the instrument submitted with 
the e-tender. On finalization of the same, the financial bid 
of the concerned competent firm will be opened for 
consideration . 

Tenders will be opened in the online presence of 
such bidders or their authorized representatives who have 
logged in at the prescribed time of opening technical & 
financial bids. If the date fixed for opening happens to be 
a holiday /due to net failure the tenders will be opened in 
the next working day, at the same time. 


- കേരള ഗവർണ്ണർക്കു വേണ്ടി ഇടുക്കി ജില്ല യിൽ 
- വണ്ടിപ്പെരിയാർ സംസ്ഥാന പച്ചക്കറിത്തോട്ടം ഫാം സൂപ്രണ്ട് 
താഴെ പറയുന്ന ഉൽപ്പാ ദ നോ പാ ധി കൾ വിത രണം 
ചെയ്യു ന്ന തിന് താൽ പ ര്യ മുള്ള കരാ റു കാ രിൽ നിന്നും 
മത്സാരാടിസ്ഥാനത്തിൽ മുദ്രവെച്ച കവറുകളിൽ ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . കവറിനു പുറത്ത് പ്രവൃത്തിയുടെ പേര് 
എഴുതി ഫാം സൂപ്രണ്ട്, സംസ്ഥാന പച്ചക്കറിത്തോട്ടം, വണ്ടി 
പ്പെരിയാർ എന്ന മേൽ വിലാസം എഴുതി സമർപ്പിക്കേണ്ടതാണ്. 
• പദ്ധതിയുടെ പേര്-- കുരുമുളക് നഴ്സറി നിർമ്മാണ 
0010307 1" 1" som ? Bade1233 bu onna 
10 en 21. 00g). OoNylo moonlað Ga330 
നിർമ്മിച്ചു നൽകുന്നത്. 
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സമഗ്ര കുരു മു ളക് വികസന പദ്ധതി 2016 - 17 - 9. ദർഘാസ് സംബ ന്ധിച്ച് കൂടു തൽ വിവ ര ങ്ങൾ 
Production of Planting Materials using Orthotropic 

പ്രവർത്തി ദിവസ ങ്ങ ളിലുള്ള സമ യ ങ്ങ ളിൽ ഫാം 
Shoots and Grafts, Soil less Pepper Nursery 

ഓഫീസിൽ നിന്നും അറിയാവുന്നതാണ്. 
നിർമ്മാണം. 

10 . ദർഘാസ് ഫോറത്തിന്റെ വില - 500 - വിൽപ്പന 

നികുതിയും ആയിരിക്കും. 
Ref: (1) റ്റി .എസ്.(2)14224/ 16 -ാം നമ്പരായി 13 -4- 2016 - ലെ കൃഷി 
ഡയറക്ടറുടെ സർക്കുലർ. 

സംസ്ഥാന പച്ചക്കറിത്തോട്ടം, 

- ( ഒപ്പ്) 
( 2) റ്റി. ബി. (4) 3389/16 -ാം നമ്പരായി 25 -10 - 2016- ലെ - വണ്ടിപ്പെരിയാർ, ഇടുക്കി. 

ഫാം സൂപ്രണ്ട്. 
- ഇടുക്കി പി. എ . ഒ.-യുടെ കത്ത്. 


5 - 10 - 2016 - 


ല 


അടങ്കൽ തുക - 2,29,400. 


നിരതദ്രവ്യം - 10 ,000. 
അളവ് 3 മീറ്റർ ഉയരം, 30 cm വ്യാസം. 


യൂണിറ്റുകളുടെ എണ്ണം ഏകദേശം 148. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 14 - 12 - 2016, 
2.30 മണി. 


ദർഘാസ് ലഭിക്കേണ്ട അവസാന തീയതിയും സമയവും - 
14 - 12 - 2016 , 2 മണി. 


നിബന്ധനകൾ 


1. ദർഘാസ് നൽകുന്ന കവറിനു പുറത്ത് “2016 - 17 
വർഷത്തേക്ക് "1 X 1" കണ്ണി അകലമുള്ള വെൽഡ് മെഷ് 
ജി . ഐ . പൈപ്പിൽ സ്ഥാപിച്ച് കോളം നിർമ്മിച്ചു 
നൽകുന്നതിനുള്ള ദർഘാസ് എന്ന് രേഖപ്പെടുത്തി 
യിരിക്കണം. 


2. 14 - 12 - 2016, 2. 30 മണിക്ക് ഫാം സൂപ്രണ്ട്/ സൂപ്രണ്ട് 

ചുമ തലപ്പെടുത്തുന്നഉദ്യോഗസ്ഥൻ ദർഘാസുകൾ 
തുറ ക്കു ന്നതും, കുറവ് നിരക്ക് രേഖ പ്പെ ടു ത്തിയ 
വ്യക്തിയുടെ പേരിൽ തിരു വ ന അ പു രം , കൃഷി 
ഡയറക്ടറുടെ അനുമതിക്ക് വിധേയമായി ദർഘാസ് 
ഉറപ്പിക്കുന്നതുമായിരിക്കും. 
3. ഏതെങ്കിലും കാര ണ വ ശാൽ നിർദ്ദിഷ്ട ദിവസം 
അവധിയായാൽ തൊട്ടടുത്ത പ്രവൃത്തി ദിവസം അതേ 
സമയത്ത് ദർഘാസ് നടത്തപ്പെടുന്നതാണ്. 


E - TENDER NOTICE 
No. SBCL 147/ T / K / 2016 -17. - 15th November 2016 . 

The Deputy Director of Agriculture State Biocontrol 
Laboratory , Mannuthy, Thrissur on behalf of the Governor 
of Kerala invites competitive e -tender in two cover system 
from competent manufacturer/ dealer for the supply of 
Machinery for the production of Bio control agents in 
State Bio Control Laboratory, Mannuthy. Documents can 
be obtained from https:// etenders.kerala . gov. in . Since this 
is an e -tender, only those bidders who have enrolled in 
the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. Tender has 
two parts . 

| 1 . Technical Bid . 

2. Financial Bid ( BOQ ). 
Tender Number with P. A . C . - SBCL 147 / T / K / 
2016-17 - 4,55,000 . 

Document sale start date — 24 - 11 -2016 . 

Document sale end date and time— 12 - 12 - 2016 , 
- 6 p . m . - 

Bid Submission start date — 24 -11 -2016 . 

Last date and time of receipt of e - Tender 
12 -12 - 2016 , 6 p . m . 
Date and time of opening of e - Tender : 

• Technical Bid -16- 12 - 2016, 10 a . m . 

- • Financial Bid - 17 - 12 -2016, 10 a. m . 
| Cost of e - Tender (Online submission ) - - 900 + 
VAT @ 5 % - 45 - Total 945 . 

Date up to which the rates are to remain firm for 
acceptance — 31-3 - 2017 . 

E . M . D . — 1 % of PAC in online payment. 
Security Deposit — 5 % of total contract amount. 

Period of Supply — Within 30 days of receipt of 
supply order. 

The bidder desiring to take part in the bid shall log 
on to https :// etenders .kerala . gov.in and select tender 
and initiate payment. Bidders will be directed to the 
payment gateway page of State Bank of Travancore 
https ://etenders.kerala . gov.in . There are two options 


4. പ്രത്യേക കാരണം കൂടാതെ ദർഘാസ് റദു ചെയ്യുന്ന 
തിനോ നിരസിക്കുന്നതിനോ ഉള്ള അധികാരം ഫാം 
സൂപ്രണ്ടിൽ നിക്ഷിപ്തമായിരിക്കും. 


5. സർക്കാർ ദർഘാസിനുള്ള എല്ലാ നിബന്ധനകളും ഈ 
ദർഘാസിനും ബാധകമാണ്. 
ദർഘാസ് ലഭിക്കുന്നയാൾ 200- ന്റെ മുദ്രപ്രതത്തിൽ 
ഫാം സൂപ്രണ്ട്മുമ്പാകെ എഗ്രിമെന്റ് ഒപ്പിട്ട് നൽകേണ്ട 
താണ്. 


6 . 


നിരതദ്രവ്യമായി 10,000 - ന്റെ ഡിഡി ഫാം സൂപ്രണ്ട്, 
സംസ്ഥാന പച്ചക്കറിത്തോട്ടം , വണ്ടിപ്പെരിയാറിന്റെ 
പേരിൽ സ് റ്റേറ്റ് ബാങ്ക് ഓഫ് ട്രാവൻകൂർ, 
വണ്ടിപ്പെരിയാർ ശാഖയിൽ മാറാവുന്ന രീതിയിൽ 
ദർഘാസിനോടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 
8. ദർഘാസ് വ്യവസ്ഥകൾ ലംഘിക്കപ്പെടുന്ന തു മൂലം 

സർക്കാരിന് ഏതെങ്കിലും വിധത്തിലുള്ള നഷ്ടമുണ്ടോ 
യാൽ കരാറുകാ ര നിൽ നിന്നും നിയ മാ നുസൃതം 
ഈടാക്കുന്നതുമായിരിക്കും. 
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Based on the committee decision , technical bids will be 
accepted or rejected . Financial bid of firms which are 
selected by the committee will be opened , on the day of 
opening of Financial Bid . The financial bid of the bidders 
who qualify in the technical bid alone will be considered . 

Tenders will be opened in the online presence of 
such bidders or their authorized representatives who have 
logged in at the prescribed time of opening of technical 
and financial bids. 

If the date fixed for opening happens to be a 
holiday /or due to net failure the tenders will be opened 
on the next working day at the same time. 

Special Conditions 
1. Destination of supply 

Store room of State Bio Control Laboratory , 
Mannuthy, Thrissur. 

Specifications 


SI. 


Item 


Quantity 

No. 


No. 


1 


• Doe 


• State Bank of Travancore (SBT) net banking 

payment. 
• Payment through NEFT from other banks to the 

payment gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and 
for necessary portal enrolment bidders can visit the 
website https :// etenders.kerala . gov.in 

Contents to be included under two cover system ; 

Cover I Technical Bid ( Scanned copy in pdf format 
of all documents in Cover I should be uploaded online 
and originals should be submitted directly to this office 
before the last date of receipt of the tender ). 

E -tenders submitted by the competent manufacturer/ 
dealer/distributor should contain . 
Cover I Technical Bid 

• Bid covering letter in Annexure -I 
• Compliance statement in Annexure - II 

Scanned copy of Annexure -III in the prescribed 

format in Govt. of Kerala Stamp Paper worth " 150. 
• Bidder self introduction in Annexure- IV 
• Signed copy of e - Tender Document 
• Documents to prove EMD exemption if eligible 

Documents to prove current BIS /ISI/ISO 

registration if any 
• Detailed specification of the product along with 

Catalogue 
• List of users of the offered machinery (with 

accessories in South India ). 
Documents from clients (minimum 3 -preferably 
Govt./Public Limited Companies/ Co - operative Sector ) 
to prove satisfactory installation and performance 
of the quoted machinery supplied by the bidder. 
Documents to prove Warranty and Comprehensive 
AMC for minimum 4 years. 
Documents to prove distributorship /dealership 
from Principals . Distributor/dealer should also give 

attested Balance Sheet for the last three years . 
Cover II Financial Bid 

Submit the BOQ in excel format through the website 
https :// etenders .kerala .gov .in . Financial bid sent through 
any other method will not be accepted . The BOQ 
template must not be modified or replaced by the bidder 
and the same should be uploaded after filling the relevant 
columns , else the bid is liable to be rejected for this 
tender. The bidders are allowed to enter the bidder name 
and values only. 

Soon after the opening of the technical bid , the 
committee constituted to evaluate the technical aspects of 
the machineries will meet and scrutinise the technical 
specifications of the machineries submitted by the bidders . 


1 


Sifter with vibrating /shaking action ( for 
sieving powder formulations having 8 - 12 % 
moisture ) SS 304 stainless steel-Multiplane 
vibrations suitable for adjustable weights 
should be suitable for working under HT 
power supply and continuous opertion for 
8 hours a day with output around 50 - 200 
kg/hour-should have minimum 1 year 
replacement warranty 
Multimill for grinding sieved products 
to fine powder SS 304 stainless steel-with 
50 - 200 kg output/hour-suitable for working 
under HT power supply -should have 
minimum 1 year replacement warranty 

Table top type Semi automatic liquid filling 
machine 100 - 1000ml filling capacity with 
double filling heads with separate syringes 
suitable for working under HT power 
supply -should have minimum 1 year 
replacement warranty 
Compact Bottle washer unit suitable for 
cleaning 250 - 1000ml glass Conical flask 
output 100 bottles/hr. suitable for working 
under HT power supply-should have minimum 
1 year replacement warranty 
Laminar Air flow Chamber - Vertical type 
suitable for one person with static pressure 
manometer, transparent acrylic sliding front 
door with counter weights and two sides 
acrylic transparent sheets-builtin UV light, 
fluorescent lamp & gas cock with SS table 
top . Internal dimension 90cm (L ) X 60 cm 
( W ) X 60 cm (H ) -suitable for working 
under HT power supply -should have 
minimum 1 year replacement warranty 


1 


1 
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Special Conditions 


Animal Husbandry Department 


ദർഘാസ് ദീർഘിപ്പിക്കൽ പരസ്യം 


[mmið IX /2016 – 17 ] 


Destination of supply : 

Mixing room /Lab rooms of State Bio Control 
Laboratory , Mannuthy, Thrissur. 
1. Based on the supply orders issued , the machineries 

will have to be supplied within the specified time 
limit at the specified room . 


MMID 


11 - 1197 /2016 . 


2016 MOlomid 21. 


മതിയായ ടെണ്ടറുകൾ ലഭിക്കാത്തതിനാൽ ഇലക്ട്രോണിക് 
പിപ്പെറ്റിംഗ് എയിഡ് വാങ്ങു ന്ന തി ലേ ക്കുള്ള ടെണ്ടർ 
ലഭിക്കേണ്ട അവസാന തീയതി ഇൻസ്റ്റിറ്റ്യൂട്ട്ഓഫ് അനിമൽ 
ഹെൽത്ത് ആന്റ് വെറ്ററിനറി ബയോളജിക്കൽസ്, പാലോട് 
ദീർ ഘി പ്പി ക്കു ന്നു . ടെണ്ടറിന്റെ മറ്റു ടേം സ് ആന്റ് 
കണ്ടീഷൻസിനു മാറ്റമില്ല . 


(21010410 oder 


2,75,000 . 


ടെണ്ടർ ഫോറത്തിന്റെ വില : 


Boleroớ – 


600 + VAT 5 %. 


Jales060 - 


300 + VAT 5 %. 


ടെണ്ടർ വിൽക്കുന്ന അവസാന തീയതിയും സമയവും 
13 - 12 - 2016 , 3 oom . 


ടെണ്ടർ ലഭിക്കേണ്ട അവസാന തീയതിയും സമയവും - 
14 - 12 - 2016, 11.30 am . 


osmo M009m 09001020 woo01014 - 12 - 2016 , 
2. 30 em . 


2 . Rate to be quoted online by using the BOQ form in 

excel format through the website https :// etenders . 
kerala . gov.in . Price document submitted through 

any other method will not be accepted . 
3. Rate should be quoted in Indian Currency only and 

should be inclusive of tax and other duties , 
transportation, loading & unloading , electrical, 
plumbing or erection expenses including civil works 
or any other expenses if applicable . 

The firms are requested to visit the spot fixed 
for installation at this Lab for getting first hand 
view of the existing facilities before submission of 

their offer. 
4 . Detailed specification of the product along with 

Catalogue should specify details of Make, Date of 
Manufacture , working life, service offers etc . 
Manual of Operations or detailed Tecnical literature 
should also be included . Originals of the documents 
listed in Cover I Technical Bid to be submitted to 

this office before last date of submitting e- tender. 
5. Violation of any rules/special condition /direction 

on supply order by the supplier will lead to 

rejection of his bid . 
6 . Additional details can be had from the office of 

the undersigned during the office hours on all 
working days. All terms and conditions governing 
the purchase of stores by the Govt. of Kerala will 

be applicable to this tender also . 
7 . On completion of supply as per the supply order, 

invoice in triplicate drawn in favour of Deputy 
Director of Agriculture, State Bio Control Laboratory, 
Mannuthy, Thrissur-680 651 for effecting payment. 
Separate bill/invoice should be send for each 

supply order. 
8 . In case of any disputes the decision of the 

Director of Agriculture. Directorate of Agriculture 
Development & Farmer Welfare, Thiruvanathapuram 
shall be final. 


[No. IX /2016 -17] 
No. B -1197 /2016 . 

21st November 2016 . 
The due date of submission of tender for the 
purchase of Electronic Pipeting Aid is hereby extended 
due to submission of insufficient bidder. There will be 
no change in other terms and conditions of the tender . 


Approximate Cost - ` 2,75 ,000 . 


Cost of tender form : 


Original — 600 + VAT 5 % . 
Duplicate 300 + VAT 5 % . 


Last date and time of issue of tender — 13 - 12 -2016 , 
3 p . m . 


Last date and time of receipt of tender — 14 - 12 -2016 , 
11. 30 a . m . 


Date and time of opening of tender - 14 - 12 - 2016 , 
2 . 30 p . m . 


Office of the Deputy Director, 
State Bio Central Lab , 
Mannuthy, Thrissur. 
Phone : 0487 2374605 , 
Email : sbclgov @ gmail.com 


(Sd .) 
Deputy Director 
of Agriculture. 


Institute of Animal Health and 
Veterinary Biologicals, 
Palode . 


(Sd .) 
Director 
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ലഘു ദർഘാസ് പരസ്യം 


[ നമ്പർ 04/ 2016 - 17 ) 


4 . 


നമ്പർ സി - 1299(a ) / 2016. 

2016 നവംബർ 17 . 
- മൃഗ സം രക്ഷണ വകു പ്പ്, പാ ല ക്കാട് കാലി വ സന്ത 
നിർ മ്മാർജ്ജന പദ്ധതി ജോയിന്റ് ഡ യ റ ക് ടറുടെ 
കീഴിലുള്ള ആർ. പി . ലാബിലേക്ക് 2016 - 17 വർഷത്തിൽ 
ഇതോ ടൊപ്പം ഉള്ളടക്കം ചെയ്തിട്ടുള്ള ത ര ത്തിലുള്ള 
റാപ്പിഡ് ഫീൽഡ് കിറ്റ് വിതരണം ചെയ്യുന്നതിന് കിറ്റുകളുടെ 
യഥാർത്ഥ ഉൽപ്പാദകരിൽ നിന്നോ അംഗീകൃത വിതരണ 
ക്കാരിൽ നിന്നോ മത്സരസ്വഭാവമുള്ള മുദ്രവച്ച ദർഘാസുകൾ 
താഴെ പറയുന്ന കാര്യ ങ്ങ ൾ ഉൾക്കൊ ള്ളിച്ച് 2 ക വ റു 
കളിലാക്കി 2 കവറും കൂടി ഒരു കവറിലാക്കി മുദ്രവെച്ച് 
19 - 12 - 2016 - ന് 4 മണിക്കു മുമ്പായി ഈ ആഫീ സിൽ 
ലഭിച്ചിരിക്കേണ്ടതാണ്. 

അടങ്കൽ തുക - 3,00,000. 
ദർഘാസ് ഫോറത്തിന്റെ വില 

അസ്സൽ - 600 + വാറ്റ്. 

പകർപ്പ് - 300 + വാറ്റ്. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 19 - 12 - 2016 , 3 മണി. 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 19- 12 -2016 , 4 മണി. 

- കവർ “ എ തുറക്കുന്ന തീയതിയും സമയവും 
20 - 12 -2016, 11 മണി. 


2. അംഗീകൃത വ്യാപാരിയുടെ ഒപ്പോടുകൂടിയ ദർഘാസ് 

ഫോറം. 
3. 500 വിലയുള്ള കേരള സ്റ്റാമ്പ് പേപ്പറിലുള്ള 

പ്രാഥമിക കരാർ സമർപ്പിക്കേണ്ടതാണ്. 
താങ്കൾ സമർപ്പിക്കുന്ന സാധ ന ങ്ങ ളുടെ മൊത്തം 
വിലയുടെ 1 % നിരതദ്രവ്യം ഡിമാന്റ് ഡാഫ്റ്റായി 
ജോയിന്റ് ഡയറക്ടർ ( ആർ. ഇ .), റിണ്ടർ പെസ്റ്റ് 
ഇ റാ ഡി ക്കേ ഷ ൻ സ് കീം , പാ ല ക്കാട് എ ന്ന 
വിലാസത്തിൽ മാറത്തക്കവിധം സമർപ്പിക്കേണ്ടതാണ്. 
എ , ബി എന്നീ 2 കവറുകളും തുറക്കുന്ന തീയതിയും 
സമയവും മുകളിൽ കൊടുത്തിരിക്കു ന്ന കവർ എ - യിൽ 
പറ ഞ്ഞിട്ടുള്ള കാര്യ ങ്ങ ൾ പൂർണ്ണമായി ഉൾപ്പെടുത്തിയിട്ടു 

ണ്ട ങ്കിൽ മാത്രം കവർ - ബി തുറ ക്കു ക യു ള്ളൂ . തുറന്ന 
ബി കവർ തൃപ്തികരമല്ലെന്ന് തോന്നിയാൽ പർച്ചേസ് നടപടി 
കഴിയുന്നതിനുമുമ്പുതന്നെ തിരിച്ചയയ്ക്കാനുള്ള അധികാരം 
താഴെ ഒപ്പിട്ടിരിക്കുന്ന ആഫീസറിൽ നിക്ഷിപ്തമായിരിക്കും. 
വിത രണം ചെയ്യുന്ന സാധ ന ങ്ങ ളുടെ വിശദ വി വ ര ങ്ങ ൾ 
ദർഘാസ് ഫോറത്തിനോടൊപ്പം ഉള്ളടക്കം ചെയ്യേണ്ടതാണ്. 
ഇതു സംബന്ധിച്ച വിശദവിവരങ്ങൾ കേരള ഗവൺമെന്റിന്റെ 
വെബ്സൈറ്റായ www.kerala .gov.in - ലും ഡിപ്പാർട്ട്മെന്റ് 
വെബ് സൈറ്റായ WWW.ahd. kerala . gov .in എന്ന 
വെബ്സൈറ്റിലും ലഭിക്കുന്നതാണ്. 

- ദർഘാസ് ഫോറം തപാൽമാർഗ്ഗം മുഖേനയും നിശ്ചിത 
തുക അടച്ച് ആഫീസിൽ നിന്നും നേരിട്ടും ഓഫീസ് പ്രവൃത്തി 
ദിവസങ്ങളിൽ പ്രവർത്തനസമയത്ത്വന്ന് വാങ്ങാവുന്നതാണ്. 
ത പാൽമാർഗ്ഗം ദർഘാസ് ഫോറം ആ വ ശ്യ മു ള്ള വർ 
ഫോറത്തിന്റെ വിലയ്ക്കു പുറമെ മണിയോർഡർ കമ്മീഷൻ 
കൂടി ഉൾപ്പെടുത്തി അയച്ചുതരേണ്ടതാണ്. ദർഘാസ് ഫോറം 
ലഭിക്കുന്നതിന് ചെക്ക്, പോസ്റ്റൽ ഓർഡർ, പോസ്റ്റേജ് സ്റ്റാമ്പ്, 
ഡിമാന്റ് ഡ്രാഫ്റ്റ് എന്നിവ അംഗീകരിക്കുന്നതല്ല. നിശ്ചിത 
തീയ തി ക്കു ശേഷം വരുന്ന ദർഘാ സു കൾ യാതൊരു 
കാര ണ വ ശാലും പരിഗണിക്കു ന്ന ത ല്ല . കവറിനു പുറത്ത് 
മുകളിലായി ദർഘാസ് നമ്പർ സി4 / 2016 - 17 സാമ്പത്തിക 
വർഷത്തിൽ മൃഗ സം രക്ഷണ വകുപ്പ്, കേരള ആർ. പി . 
ലാബിലേക്ക് റാപ്പിഡ് ഫീൽഡ് കിറ്റ് വിതരണം ചെയ്യുന്നതിന് 
എന്ന് രേഖപ്പെടുത്തേണ്ടതാണ്. യാതൊരു കാരണവും കൂടാതെ 
ടെണ്ടറുകൾ നിരസിക്കുന്നതിന് താഴെ ഒപ്പിട്ടിരിക്കുന്നയാൾക്ക് 
അധികാരമുണ്ടായിരിക്കും. 


കവർ " ബി തുറക്കുന്നതിനുള്ള അംഗീകാരമുള്ള 
സ്ഥാപ ന ങ്ങ ളുടെ ലിസ്റ്റ് പുറപ്പെടുവിക്കുന്ന തീയതിയും 
സമയവും 20 - 12 -2016, 12 മണി. 
- കവർ " ബി തുറക്കുന്ന തീയതിയും സമയവും 
20 - 12 - 2016, 4 മണി. 


- നിരക്കുകൾ സ്ഥിരത പുലർത്തുന്ന തീയതി 31- 3 - 2017. 
- ദർഘാസ് സമർപ്പിക്കേണ്ട ആഫീസ് മേധാ വിയുടെ 
മേൽവിലാസം - ജോയിന്റ് ഡയറക്ടർ (ആർ. ഇ .), റിണ്ടർപെസ്റ്റ് 
ഇറാഡിക്കേഷൻ സ്കീം , വെറ്ററിനറി കോംപ്ലക്സ്, താരേക്കാട്, 
പാലക്കാട്- 678 001. ഫോൺ നമ്പർ- 0491- 2520626. 
ആദ്യകവർ ( കവർ എ - സാങ്കേതികം) 

കവർ - എ 


1. ദർഘാ സിൽ പറഞ്ഞ സാധ ന ങ്ങ ളുടെ ഒറിജിനൽ 

കാറ്റലോഗും അല്ലെങ്കിൽ ബ്രോഷറും. 
ദർ ഘാ സിൽ പറഞ്ഞ സാ ധ ന ങ്ങ ളുടെ വില 
ഒഴികെയുള്ള വിശദവിവരങ്ങൾ. 


2. 


| [ No. 04/ 2016-17) 
No. C -1299 /(a )/2016 . 

17th November 2016. 
Sealed and competitive tenders are invited under 
" Two Cover System from the original manufacturers/ 
authorized suppliers for the supply of Rapid Field Test Kit 
for R . P. Lab , RES, Palakkad , Department of Animal 
Husbandry, Kerala during the year 2016 - 17 . 

P. A . C . - 3,00 ,000 . 
| Price of the tender form : 

Original - 600 + VAT. 

Duplicate — \ 300 + VAT. 
Last date and time for sale of tender forms 
| 19-12 -2016 , 3 p. m . 

Due date and time for receipt of tenders 
( Cover A & B ) - 19 -12 -2016, 4 p . m . 


3. ദർ ഘാ സിൽ പറഞ്ഞിരിക്കുന്ന സാ ധ ന ങ്ങ ൾ 

നൽകിയിട്ടുള്ള സ്ഥാപനങ്ങളുടെ പേരുവിവരം. 
4. കിറ്റുകൾ വിതരണം ചെയ്യുന്ന തിന് ഉൽപ്പാദകരിൽ 

നിന്നും ലഭിച്ച ഓതറൈസേഷൻ. 
രണ്ടാമത്തെ കവർ ( കവർ ബി - സാമ്പത്തികം) 


വിതരണം ചെയ്യുന്ന സാധനങ്ങളുടെ വില , ടാക്സ്, 
ആകെ വില എന്നിവ സംബന്ധിച്ച വിശദവിവരം. 
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Date and time for opening of cover A 
20 - 12-2016 , 12 Noon . 

Date of publishing list of tenderers eligible for 
opening their cover - B — 20 - 12 -2016 , 12 Noon . 

Date and time of opening of cover -B — 20 - 12 - 2016 , 
4 p . m . 

Date upto which the rate are to be firm for 
acceptance — 31-3 -2017. 

Designation and address of the officer from whom 
the tender forms are to be obtained and to whom the 
tenders are to be submitted — The Joint Director 
(RE ) , Rinderpest Eradication Scheme, District 
Veterinary Campus, Thareekkad , Palakkad -678 001. 
Phone No. 0491 - 2520626 . 


along with amount for postal charges by Money Order for 
supply of tender form . Cheques, Postage Stamps , Postal 
Orders , Demand Drafts etc ., will not be accepted as the 
cost of tender form nor the form will be sent by Value 
Payable Post . Late tenders will not be considered under 
any circumstances. “ Tenders should be superscribed as 
Tender No . 04 /2016 - 17 for the supply of Rapid Field Test 
Kit for R . P. Lab , RES Palakkad , Department of Animal 
Husbandry, Kerala for the year 2016 - 17 ” . 

The undersigned has the right to reject the tenders 
without assigning any reason . 

LIST OF ITEMS 


Sl. 
No . 


Name of 

Test 


Specification 


No . Reqd . Remarks 


First Cover (Cover- A Technical) will have the following 
enclosures: 


(1 ) 


(2 ) 


(3 ) 


(4 ) 


(5 ) 


15 


10T/Kit : 
30T/Kit 


OIE 
approved 


10T/Kit 


5 


1. Original Catalogue/ Brochure of all the quoted 

items. 
2. List of items intended to be quoted with 

specification and without rates. 
3. List of organizations to which these items 

were supplied if any . 
4 . Authorization from the manufacture for 

distribution right. 


10T/Kit 


Rapid AIV 
Antigen Kit 
Rapid NDV 
Antigen Kit 
Rapid IDB 
Antigen Kit 
Rapid Bovine 
Brucella 
Aby Kit 
Rapid Bovine 
TB Aby Kit 
Rapid Bovine 
Leprospira 
Aby Kit 


10T/Kit 


5 


10T/Kit 


7 


10T/Kit 


10 


Rapid Bovine 
FMD NSP 
Aby Kit 


10T/Kit 


Rapid Canine 
Parvo Antigen 
Kit 


Second Cover (Cover B - Financial) will have the 

following enclosures: 
1. Rate at each item should be quoted as basic 

price, rate of tax and total amount. 
2 . Original tender form duly signed by authorized 

signatory 
3 . Preliminary Agreement in Kerala Stamp Paper 

worth 500 . 
4 . EMD @ 1 % of total cost quoted items by 

means of Demand Draft drawn in favour of 
the Joint Director (RE ), Rinderpest Eradication 

Scheme, Palakkad . 
Both covers (A & B ) must effectively sealed and put 
in another cover which is sealed and submitted . Cover 
A & B will be opened as per schedule given above 
Cover - B of these tenders who satisfy the above conditions 
in cover A will only is opened . The cover- B of rejected 
tenders will be returned without opening on finalization of 
purchase procedure . Details of items to be supplied can 
be had along with the tender form and Government of 
Kerala Website www .kerala .gov . in and the department 
website www .ahd .kerala . gov.in . 

Firms can collect the tender form by remitting the 
cost of tender form the Joint Director , Rinderpest 
Eradication Scheme, Palakkad during office hours or may 
send the exact amount towards the cost of tender form 


10T/Kit 


Rapid Canine 
Distemper 
Antigen Kit 
Rapid Canine 
Ehrlichia 
Aby Kit 


10 


10T /Kit 


11 


10T /Kit 


Rapid Canine 
Leptospira 
Aby Kit 


10T /Kit 


Rapid 
Cryptosporidium 
Antigen Kit 
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(1) 


(2 ) 


( 3) 


(4) 


( 5) 


15 


13 Rapid Swine 10T/Kit - 2 

Influenza 
Antigen Kit 
| Rapid Canine 10T/ Kit 

Toxplasma 
Gondi Aby Kit 
| Rapid Chlamydia 10T/ Kit 

Antigen Kit 
Rapid Bovine 10T/Kit 
(Bcv, Crypto , 
E Coli & Rota ) 

Aby Kit 
Bionote/Megacor/ Biogal /Biox /Synbotics /Idexx . 

• Price for single test to be quoted ( basic price + 
Tax , etc .). 


നികുതി, ആകെ : 945 . ഫോറം തപാലിൽ ലഭിക്കു വാൻ 
വില യോ ടൊപ്പം 50 അ ധിക മായി മണി യോർ ഡർ 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില നിശ്ചിതവും 
ഒരിക്കലും തിരിച്ചു നൽകാത്തതുമാണ്. ദർഘാസ് മറ്റൊരാളുടെ 
പേരിലേക്ക് മാറ്റാവുന്നതല്ല . ദർഘാസ് ഫോമുകളുടെ വിൽപ്പന 
ഈ ഓഫീസിൽ നിന്നും 5 - 12 - 2016 - ന് രാവിലെ 10 മണി മുതൽ 
ആരംഭിക്കുന്നതും 20 - 12 - 2016 - ന് വൈകുന്നേരം 5 മണിക്ക് 
അവസാനിക്കുന്നതുമാണ്. ചെക്ക്, പോസ്റ്റൽ ഓർഡർ, ഡിമാന്റ് 
ഡാഫ് റ്റ് തുട ങ്ങി യവ സ്വീക രി ക്കു ന്ന ത ല്ല . ഫോറങ്ങൾ 
വി . പി . പി. ആയി അയയ്ക്കുന്നതല്ല . ഡ്യൂപ്ലിക്കേറ്റ് ഫോറങ്ങൾ 
ആവശ്യമെങ്കിൽ - 450 (450 + 5 % മൂല്യവർദ്ധിത നികുതി, 
ആകെ - 473) ലഭിക്കുന്നതാണ്. പൂരിപ്പിച്ച ദർഘാസിനോ 
ടൊപ്പം രേഖപ്പെടുത്തിയ മൊത്തം തുകയുടെ 1 % ഡിമാന്റ് 
ഡാഫ് റ്റോ പോസ്റ്റൽ ഓർഡ റോ നിര ത ദ വ്യമായും 

2 00 - ന്റെ കേരള മുദ്ര കടലാസിൽ അപ്പന്റി ക് സ് - 17 
പ്രകാരമുള്ള പ്രിലിമിനറി എഗ്രിമെന്റും സമർപ്പിക്കേണ്ടതാണ്. 
21- 12 - 2016 - ന് സർക്കാർ അവധി പ്രഖ്യാപിക്കുകയാണെങ്കിൽ 
അടുത്ത പ്രവൃത്തി ദിവസം 3 . 30 - ന് ടെണ്ടർ തുറക്കുന്നതാ 
യിരിക്കും. ടെണ്ടർ അംഗീകരിക്കാനോ നിരസിക്കാനോ ഉള്ള 
പൂർണ്ണ അധികാരം സൂപ്രണ്ടി നാ യി രിക്കും. കൂടു തൽ 
വിവ ര ങ്ങ ൾ ആശു പ്രതി ഓ ഫീസിൽ നിന്നും പ്രവൃത്തി 
ദിവസങ്ങളിൽ അറിയാവുന്നതാണ്. 

[ No . 04/ 2016 -17) 
No. S - 2331/ 2016/AVCH. 

4th November 2016 . 


Office of the 
Joint Director (RE), 
Rinderpest Eradication Scheme, 
Palakkad -678 001 . 


( Sd.) 
Joint Director (RE ). 


Ayurveda Medical Education Department 


ദർഘാസ് പരസ്യം 


[ നമ്പർ 04/ 2016 -17) 


( 1) 


നമ്പർ എസ്- 2331/ 2016/ആകോക. 

2016 നവംബർ 4. 
കണ്ണൂർ ഗവൺമെന്റ് ആയുർ വേദ കോളേ ജ് 
ആശുപത്രിയിലെ ശല്യതന്ത, ശാലാക്യതന്ത, പ്രസൂതിതന്ത 
എന്നീ വിഭാഗങ്ങളിലെ തിയേറ്ററുകളിലേക്കും, പഞ്ചകർമ്മ , 
ലബോറട്ടറി, ആശുപത്രിയിലെ വാർഡുകൾ എന്നിവിടങ്ങളി 
ലേക്കുമായി 2016 - 17 സാമ്പത്തിക വർഷത്തേക്ക് ആവശ്യമായ 
ഗ്ളൗസുകൾ വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ്ക്ഷണിച്ചു . 
കൊള്ളുന്നു . 

മതിപ്പ് ചെലവ് - 4,50, 000. 

സൂപ ണ്ട്, ഗവൺമെന്റ് ആയുർ വേദ കോളേജ് 
ആശുപത്രി, കണ്ണൂർ, മെഡിക്കൽ കോളേജ് പി. ഒ., പരിയാരം 
എന്ന വിലാസത്തിലാണ് ദർഘാസ് അയക്കേണ്ടത്. ദർഘാസ് 
കവറിനു പുറത്ത് ആശുപത്രിയിലെ വിവിധ ഡിപ്പാർട്ടുമെന്റു 
കളിലേക്ക് വിഭാഗങ്ങളിലേക്ക് ആവശ്യമായ ഗ്ലൗസുകൾ വിതരണം 
ചെയ്യുന്നതിനുള്ള ദർഘാസ് എന്ന് രേഖപ്പെടുത്തിയിരിക്കണം. 
ദർഘാസിൽ ഗ്ളസുകളുടെ ബ്രാന്റ് പേരും, പാക്ക് സൈസും 
്പെസിഫിക്കേഷനും രേഖപ്പെടുത്തി യി രി ക്കേ ണ്ടതാണ്. 
21- 12 - 2016 - ന് വൈകുന്നേരം 3 മണിക്ക് മുമ്പ് ദർഘാസുകൾ 
ഓഫീസിൽ ലഭിച്ചിരിക്കണം. വൈകികിട്ടുന്ന ദർഘാസുകൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് വാങ്ങിയവരുടെയോ അവരുടെ 
അംഗീകൃത പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ 21- 12 - 2016 - ന് 
വൈകുന്നേരം 3.30 - ന് ദർഘാസ് തുറക്കുന്നതായിരിക്കും. 
ദർഘാസ് ഫോറത്തിന്റെ വില 900 + 5 % മൂല്യവർദ്ധിത 


Sealed competitive tenders are invited for the supply 
and Gloves to Theatre of Salyatantra , Salakyatantra , 
Prasoothithantra, Laboratory, Panchakarma and IP Sections 
of Government Ayurveda College Hospital, Kannur, 
Pariyaram for the year 2016 - 17 . 

Estimate Cost - 4, 50 , 000 

Tenders should be superscribed “ Tender for the 
supply of Gloves to Various Departments/ Sections of 
Hospital addressed to the Superintendent, Government 
Ayurveda College Hospital, Kannur, Pariyaram . Last date 
of receipt of duly filled tender form is at 3 p . m . on 
21- 12 -2016 . Late tenders will not be accepted under any 
circumstances . Tenders will be opened at 3 .30 p . m . on 
21 - 12 - 2016 in the presence of the tenderers or their 
authorized representatives who may be present 
at that time . 

Intending tenderers may on application to the 
Superintendent, Government Ayurveda College Hospital, 
Kannur, Pariyaram to obtain the required tender forms in 
which tenders should be submitted . Cost of original 
tender form is 900 + 5 % VAT ( Total - 950 ) and duplicate 
form is 450 + 5 % VAT. Those who wish to purchase 
tender form by post should send an additional amount 
of ` 50 as postage charge . The price fixed for a tender 
form or a set of form is not refundable under any 
circumstances. The tender forms are not transferable . The 
sale of tender forms will be started at 10 a . m . on 
5 -12 - 2016 and will be closed at 5 p , m . on 20 -12-2016 . 
Demand Draft, Cheque , Postal Order etc . will not be 
accepted towards the cost of tender forms. A preliminary 
agreement as per Appendix XVII of Store Purchase 
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Manual Rules on Kerala Stamp Paper worth of 200 
together with an EMD of 1 % of the total amount quoted 
by a way of D . D . should be attached with the tender form . 
The Superintendent, Government Ayurveda College 
Hospital , Kannur , Pariyaram has the right to accept or 
reject the tender. If will be delcared as a public holiday, 
the tender will be opend at 3.30 p . m . on the next working 
day. Those who wish to purchase tender form by post 
shall obtain the forms early to avoid postal delay. Further 
details can be had from the Hospital Office during the 
office time. 


[നമ്പർ 06 / 2016 - 17 ) 
നമ്പർ എസ്- 2330/ 2016/ആകോക. 

2016 നവംബർ 14. 
- കണ്ണൂർ ഗവൺമെന്റ് ആയൂർവേദ കോളേ ജ് 
ആശു പതിയിലേക്ക് ആ വ ശ്യ മായ ഉപക ര ണ ങ്ങ ളും മറ്റ് 
സാമഗ്രികളും വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ്ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

അടങ്കൽ തുക 4,00 ,000. 

സൂപ ണ്ട് , ഗവൺമെന്റ് ആയൂർവേദ കോളേ ജ് 
ആശുപ്രതി, കണ്ണൂർ, മെഡിക്കൽ കോളേജ് പി. ഒ., പരിയാരം 
എന്ന വിലാസത്തിലാണ് ദർഘാസ് അയയ്ക്കേണ്ടത്. ദർഘാസ് 
ക വ റിനു പുറത്ത് ആശു പതി യി ലേക്ക് ആവ ശ്യ മായ 
ഉപകരണങ്ങളും മറ്റു സാമഗ്രികളും വിതരണംചെയ്യുന്നതിനുള്ള 
ദർഘാസ് എന്ന് രേഖപ്പെടുത്തിയിരിക്കണം. ദർഘാസിൽ 
ഉപകരണങ്ങളുടെയും മറ്റ് സാമഗ്രികളുടേയും ബ്രാന്റ് പേരും 
പാക്ക് സൈസും പെസിഫിക്കേഷനും രേഖപ്പെടുത്തിയിരി 
ക്കേണ്ടതാണ്. 28- 12 - 2016 - ന് വൈകുന്നേരം 3 മണിക്ക് മുമ്പ് 
ദർഘാസ് ഓ ഫീസിൽ ലഭിച്ചിരിക്ക ണം . വൈകികിട്ടുന്ന 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് വാങ്ങിയവരുടെയോ 
അവരുടെ അംഗീകൃത പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ 
28 - 12 - 2016 - ന് വൈകുന്നേരം 3.30 - ന് ദർഘാസ് തുറക്കുന്ന 
തായിരിക്കും. ദർഘാസ് ഫോറത്തിന്റെ വില - 800 + 5 % 
മൂല്യവർദ്ധിത നികുതി, ആകെ - 840. ഫോറം തപാലിൽ 
ലഭിക്കുവാൻ വിലയോടൊപ്പം - 50 അധികമായി മണിയോർഡർ 
അയക്കേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില നിശ്ചിതവും 
ഒരിക്കലും തിരിച്ചു നൽകാത്തതുമാണ്. ദർഘാസ്മറ്റൊരാളുടെ 
പേരിലേക്ക് മാറ്റാവുന്നതല്ല . ദർഘാസ് ഫോമുകളുടെ വിൽപ്പന 
ഈ ഓഫീസിൽ നിന്നും 13- 12 -2016 - ന് രാവിലെ 10 മണി മുതൽ 
ആരംഭിക്കുന്നതും 27 - 12 - 2016 - ന് വൈകുന്നേരം 5 മണിക്ക് 
അവസാനിക്കുന്നതുമാണ്. ചെക്ക്, പോസ്റ്റൽ ഓർഡർ, ഡിമാന്റ് 
ഡ്രാഫ്റ്റ് തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല. ഫോറങ്ങൾ വി. പി. 
പി . ആയി അയയ്ക്കു ന്ന തല്ല. ഡപ്ലിക്കേറ്റ് ഫോറങ്ങൾ 
ആവശ്യമെങ്കിൽ - 400 + 5 % മൂല്യവർദ്ധിത നികുതി, ആകെ 
- 420- ന് ലഭിക്കുന്നതാണ്. പൂരിപ്പിച്ച ദർഘാസിനോടൊപ്പം 
രേഖപ്പെടുത്തിയ മൊത്തം തുകയുടെ 1 % തുകയുടെ ഡിമാന്റ് 
ഡാഫ് റ്റോ പോസ്റ്റൽ ഓർഡറോ നിര ത ദ വ്യമായും 
- 200 - ന്റെ കേരള മുദ കടലാസിൽ അപ്പന്റി ക് സ് - 17 
പ്രകാരമുള്ള പ്രിലിമിനറി എഗ്രിമെന്റും സമർപ്പിക്കേണ്ടതാണ്. 
28 - 12 - 2016 - ന് സർക്കാർ അവധി പ്രഖ്യാപിക്കുകയാണെങ്കിൽ 
അടുത്ത പ്രവൃത്തി ദിവസം 3 .30 - ന് ടെണ്ടർ തുറ ക്കു ന്ന 
തായിരിക്കും. ടെണ്ടർ അംഗീകരിക്കാനോ നിരസിക്കാനോ ഉള്ള 
പൂർണ്ണ അ ധി കാരം സൂപ ണ്ടി നാ യി രിക്കും. കൂടു തൽ 
വിവ ര ങ്ങൾ ആശു പത്രി ഓ ഫീസിൽ നിന്നും പ്രവൃത്തി 
ദിവസങ്ങളിൽ അറിയാവുന്നതാണ്. 


| [ No. 06/2016 -17) 
No. S - 2330/2016/ AVCH . 

| 14th November 2016 . 
Sealed competitive tenders are invited for the supply 
of Hospital Equipments and Other Items to Government 
Ayurveda College Hospital, Kannur, Pariyaram for the 
year 2016 -17. 

Estimate Cost 4,00, 000. 

Tenders should be superscribed “ Tender for the 
supply of Hospital Equipments and Other Items” 
addressed to the Superintendent, Government Ayurveda 
College Hospital, Kannur, Pariyaram . Last date of receipt 
of duly filled tender form is at 3 p . m . on 28 -12 - 2016 . Late 
tenders will not be accepted under any circumstances. 
Tenders will be opened at 3 . 30 p . m . on 28 - 12 - 2016 
in the presence of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
Superintendent, Government Ayurveda College Hospital, 
Kannur, Pariyaram to obtain the required tender forms in 
which tenders should be submitted . Cost of original 
tender form is - 800 +5 % VAT ( Total - 840 ) and duplicate 
form is 400 + 5 % VAT. Those who wish to purchase 
tender form by post should send additional amount of 
- 50 as postage charge. The price fixed for a tender form 
or a set of form is not refundable under any 
circumstances. The tender forms are not transferable . The 
sale of tender forms will be started at 10 a . m . on 
13 -12 - 2016 and will be closed at 5 p . m . on 27 -12 - 2016 . 
Demand Draft , Cheque, Postal Order etc . will not be 
accepted towards the cost of tender forms. A preliminary 
agreement as per Appendix XVII of Store Purchase 
Manual Rules on Kerala Stamp Paper worth of 200 
together with an EMD of 1 % of the total amount quoted 
by a way of D . D . should be attached with the tender form . 
The Superintendent, Government Ayurveda College 
Hospital, Kannur, Pariyaram has the right to accept or 
reject the tender . If will be delcared as a public holiday, 
the tender will be opend at 3 .30 p . m . on the next working 
day. Those who wish to purchase tender form by post 
shall obtain the forms early to avoid postal delay. Further 
details can be had from the Hospital Office during the 
office time. 


| [ നമ്പർ 07/ 2016 - 17) 
നമ്പർ എസ്- 2329/ 2016/ആകോക. 

2016 നവംബർ 18 . 
- കണ്ണൂർ ഗവൺമെന്റ് ആയൂർ വേദ കോളേ ജ് 
ആശു പതിയിലെ ലബോറ ട്ട റി യി ലേക്ക് ആ വ ശ്യ മായ 
ബയോകെമിക്കൽ റീ - ഏജന്റുകൾ വിതരണം ചെയ്യുന്നതിനുള്ള 
ദർഘാസ് ക്ഷണിച്ചുകൊള്ളുന്നു . 

മതിപ്പു ചെലവ് - 4,99 ,000. 

സൂപ ണ്ട്, ഗവൺമെന്റ് ആയൂർ വേദ കോളേ ജ് 
ആശുപത്രി, കണ്ണൂർ, മെഡിക്കൽ കോളേജ് പി . ഒ., പരിയാരം 
എന്ന വിലാസത്തിലാണ് ദർഘാസ് അയയ്ക്കേണ്ടത്. ദർഘാസ് 
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കവറിനു പുറത്ത് ആശുപത്രിയിലെ ലബോറട്ടറിയിലേക്ക് 

duplicate form is - 500 + 5 % VAT. Those who wish to 
ആവശ്യമായ ബയോകെമിക്കൽ റീ - ഏജന്റുകൾ വിതരണം purchase tender form by post should send additional 
ചെയ്യു ന്ന തിനുള്ള ദർഘാസ് എന്ന് രേഖപ്പെടു ത്തി യി രി amount of ` 50 as postage charge . The price fixed for 
ക്കേണ്ടതാണ്. ദർഘാസിൽ ബയോകെമിക്കൽ റീ -ഏജന്റുകളുടെ 

a tender form or a set of form is not refundable under any 
ബാന്റ് പേരും പാക്ക് സൈസും സ്പെസിഫിക്കേഷനും 

circumstances. The tender forms are not transferable . The 
രേഖപ്പെടുത്തിയിരിക്കേണ്ടതാണ്. 30 - 12 - 2016 - ന് വൈകുന്നേരം 

sale of tender forms will be started at 10 a . m . on 
3 മണിക്ക് മുമ്പ് ദർഘാസ് ഓ ഫീസിൽ ലഭിച്ചിരിക്കണം. 

15- 12 - 2016 and will be closed at 5 p . m . on 29 - 12 - 2016 . 
വൈകി കിട്ടുന്ന ദർഘാസു കൾ സ്വീക രി ക്കു ന്ന ത ല്ല . 

Demand Draft, Cheque, Postal Order etc . will not be 
ദർഘാസ് വാങ്ങി യ വ രു ടെയോ അ വരുടെ അംഗീക ത accepted towards the cost of tender forms. A preliminary 
പതി നി ധി ക ളു ടെയോ സാന്നിദ്ധ്യത്തിൽ 30 - 12 - 2016 - ന് agreement as per Appendix XVII of Store Purchase 
വൈകുന്നേരം 3.30 - ന് ദർഘാസ് തുറക്കുന്നതായിരിക്കും. Manual Rules on Kerala Stamp Paper worth of 200 
ദർഘാസ് ഫോറത്തിന്റെ വില - 1,000 + 5 % മൂല്യവർദ്ധിത together with an EMD of 1 % of the total amount quoted 
നികുതി, ആകെ - 1,050 . ഫോറം തപാലിൽ ലഭിക്കുവാൻ by a way of D .D . should be attached with the tender form . 
വില യോ ടൊപ്പം 50 അ ധി ക മായി മണി യോർഡർ The Superintendent, Government Ayurveda College 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില നിശ്ചിതവും Hospital, Kannur, Pariyaram has the right to accept or 
ഒരിക്കലും തിരിച്ചു നൽകാത്തതുമാണ്. ദർഘാസ് മറ്റൊരാളുടെ 

reject the tender. If 30 - 12 - 2016 will be delcared as a public 
പേരിലേക്ക് മാറ്റാവുന്നതല്ല. ദർഘാസ് ഫോമുകളുടെ വിൽപ്പന holiday, the tender will be opend at 3 .30 p . m . on the next 
ഈ ഓഫീസിൽ നിന്നും 15 -12 -2016 - ന് രാവിലെ 10 മണി മുതൽ working day. Those who wish to purchase tender form 
ആരംഭിക്കുന്നതും 29- 12- 2016 - ന് വൈകുന്നേരം 5 മണിക്ക് by post shall obtain the forms early to avoid postal delay. 
അവസാനിക്കുന്നതുമാണ്. ചെക്ക്, പോസ്റ്റൽ ഓർഡർ, ഡിമാന്റ് Further details can be had from the Hospital Office during 
ഡ്രാഫ്റ്റ് തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല. ഫോറങ്ങൾ വി. പി . പി. 

the office time. 
ആയി അ യ യ് ക്കു ന്ന തല്ല . ഡപ്ലി ക്കേറ്റ് ഫോറങ്ങൾ 
ആവശ്യമെങ്കിൽ - 500 + 5 % മൂല്യവർദ്ധിത നികുതി, ആകെ 

Office of the Superintendent, 
- 525 - ന് ലഭിക്കുന്നതാണ്. പൂരിപ്പിച്ച ദർഘാസിനോടൊപ്പം 

Government Ayurveda College Hospital, (Sd.) 
രേഖപ്പെടുത്തിയ മൊത്തം തുകയുടെ 1 % തുകയുടെ ഡിമാന്റ് 

Kannur, Pariyaram . 

Superintendent. 
ഡാഫ്റ്റോ പോസ്റ്റൽ ഓർഡറോ നിരതദ്രവ്യമായും - 200 - ന്റെ 
കേരള മുദ്ര കടലാസിൽ അപ്പന്റിക് സ് - 17 പ്രകാ രമുള്ള 
പ്രിലിമിനറി എഗ്രിമെന്റും സമർപ്പിക്കേണ്ടതാണ്. 30 - 12 - 2016 - ന് 

ദർഘാസ് പരസ്യം 
സർക്കാർ അവധി പ്രഖ്യാ പി ക്കു ക യാണെങ്കിൽ അടുത്ത 

[നമ്പർ 11 /2016 -17) 
പ്രവൃത്തി ദിവസം 3.30 - ന് ടെണ്ടർ തുറക്കുന്നതായിരിക്കും. 
ടെണ്ടർ അംഗീകരിക്കാനോ നിരസിക്കാനോ ഉള്ള പൂർണ്ണ 

നമ്പർ എ2- 4941/ 2016/ആകോക . 

2016 നവംബർ 14. 
അധികാരം സൂപ്രണ്ടിനാ യിരിക്കും. കൂടുതൽ വിവരങ്ങൾ - കണ്ണൂർ ഗവൺമെന്റ് ആയൂർ വേദ കോളേജിലെ 
ആശുപ്രതി ഓഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസങ്ങളിൽ രചനാശരീര ഡിപ്പാർട്ടുമെന്റിലേക്ക് ആവശ്യമായ ഇതോടൊപ്പം 
അറിയാവുന്നതാണ്. 

അടക്കം ചെയ്ത ലിസ്റ്റ് പ്രകാരമുള്ള ബോണുകൾ വിതരണം 

ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
[ No . 07/2016-17) 

അടങ്കൽ തുക 5,00 ,000 . 
No. S - 2329/2016/ AVCH. 15th November 2016. 

പ്രിൻസിപ്പാൽ, ഗവൺമെന്റ് ആയൂർവേദ കോളേജ്, 
Sealed competitive tenders are invited for the supply 

കണ്ണൂർ, പരിയാരം എന്ന വിലാസത്തിലാണ് ദർഘാസ് 
of Bio Chemical Re-agents for Laboratory of Government 

അയയ്ക്കേണ്ടത്. ദർഘാസ് കവറിനു പുറത്ത് “കണ്ണൂർ 
Ayurveda College Hospital, Kannur, Pariyaram for the 

ഗവൺമെന്റ് ആയൂർവേദ കോളേജിലേക്ക് 2016 -17 വർഷത്തിൽ 
year 2016 - 17 . 

ബോണുകൾ വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ്” എന്ന് 
Estimate Cost - 4,99,000. 

രേഖ പ്പെ ടു ത്തി യി രി ക്കണം. പൂരിപ്പിച്ച് ദർഘാസുകൾ 

21 - 12 - 2016 - ന് വൈകുന്നേരം 3 മണിക്ക് മുമ്പ് കോളേജ് 
Tenders should be superscribed “ Tender for the 

ഓഫീസിൽ ലഭിച്ചിരിക്കണം. വൈകി കിട്ടുന്ന ദർഘാസുകൾ 
supply of Bio Chemical Re- agents” addressed to the 

സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് വാങ്ങിയവരുടെയോ അവരുടെ 
Superintendent, Government Ayurveda College Hospital, 

- പതി നി ധിക ളു ടെയോ സാന്നിദ്ധ്യത്തിൽ ദർഘാ സു കൾ 
Kannur, Pariyaram . Last date of receipt of duly filled 

| 21 -12 - 2016 - ന് വൈകുന്നേരം 3. 30 - ന് തുറക്കുന്നതായിരിക്കും. 
tender form is 3 p . m . on 30 - 12 -2016 . Late tenders will 

- ദർഘാസ് ഫോറത്തിന്റെ വില - 1,500 + 5 % മൂല്യവർദ്ധിത 
not be accepted under any circumstances . Tenders will 

നികുതി, ആകെ 1 1,575. ഫോറം തപാലിൽ ലഭിക്കുവാൻ 
be opened at 3 .30 p . m . on 30 - 12 - 2016 in the presence of 

വില യോ ടൊപ്പം - 50 അ ധി ക മായി മണി യോർ ഡർ 
the tenderers or their authorized representatives who may 

അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില നിശ്ചിതവും 
be present at that time. 

ഒരിക്കലും തിരിച്ചു നൽകാത്തതുമാണ്. ദർഘാസ് മറ്റൊരാളുടെ 
Intending tenderers may on application to the 

-- പേരിലേക്ക് മാറ്റാവുന്നതല്ല . ദർഘാസ് ഫോമുകളുടെ വിൽപ്പന 
Superintendent, Government Ayurveda College Hospital, 

ഈ ഓഫീസിൽ 1-12 - 2016 - ന് രാവിലെ 11 മണി മുതൽ 
Kannur, Pariyaram to obtain the required tender forms in 

ആരംഭിക്കുന്നതും 20 - 12 - 2016 - ന് വൈകുന്നേരം 3 മണിക്ക് 
which tenders should be submitted . Cost of original 

അവസാനിക്കുന്നതുമാണ്. ചെക്ക്, പോസ്റ്റൽ ഓർഡർ, ഡിമാന്റ് 
tender form is 1, 000 + 5 % VAT ( Total - 1, 050 ) and ഡ്രാഫ്റ്റ് തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല. ഫോറങ്ങൾ വി . പി. പി. 
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LIST OF BONES 


- SL. 
No. 


Name of Bones 


Specification 

! 


Quantity 
Required 
R 


1 


Male 
Female 


ആയി അ യ യ് ക്കു ന്ന തല്ല. ഡ്യൂപ്ലിക്കേറ്റ് ഫോറങ്ങൾ 
ആവശ്യമെങ്കിൽ - 788 (5 % മൂല്യവർദ്ധിത നികുതി, ആകെ 
- 750 ) ലഭിക്കുന്ന താ ണ് . ഫോറം തപാലിൽ ലഭിക്കാൻ 
വിലയോടൊപ്പം 50 അധികമായി അയയ്ക്കേണ്ടതാണ്. 
പൂരിപ്പിച്ച ദർഘാസിനോടൊപ്പം രേഖപ്പെടുത്തിയ മൊത്തം 
തുകയുടെ 1 % നിരതദ്രവ്യവും (മിനിമം 1,500) - 200 - ന്റെ 
മുദ്രപത്രത്തിൽ പ്രാഥമിക എഗ്രിമെന്റും സമർപ്പിക്കേണ്ടതാണ്. 
ദർഘാസുകൾ സ്വീകരിക്കുവാനോ നിരസിക്കുവാനോ ഉള്ള 
അ ധി കാരം പിൻ സി പ്പാ ളിൽ നിക്ഷി പ് ത മാ യി രി ക്കും . 
ഏതെങ്കിലും കാരണങ്ങളാൽ 21- 12 - 2016 - ന് സർക്കാർ അവധി 
പ്രഖ്യാപിക്കുകയാണെങ്കിൽ അടുത്ത പ്രവൃത്തി ദിവസം 3.30- ന് 
ദർഘാസുകൾ തുറക്കുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
കോളേജ് ഓ ഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസ ങ്ങ ളിൽ 
അറിയാവുന്നതാണ്. 

[ No. 11/2016- 17 ) 
No. A2 - 4941 /2016 /ACK . - 14th November 2016, 

Sealed tenders are invited for the supply of 
Bones for Government Ayurveda College , Kannur, 
Pariyaram for the financial year 2016 - 17 . 

Estimated Cost - 5, 00, 000 . 


3 
4 
5 
6 
7 
8 
9 

10 
- 11 

12 
13 


Pelvis Articulated 
Pelvis Articulated 
Hand Bones- Articulated 
Foot Bones-Articulated 
Frontal Bone 
Parietal Bone 
Sphenoid Bone 
Ethmoid Bone 
Temporal Bone 
Occipital Bone 
Maxilla Bone 
Mandible 
Fibula 


Clavicle 
Sternum 


16 


Tenders should be superscribed “ Tender for the 
supply of Bones for Government Ayurveda College , 
Kannur, Pariyaram for 2016 -17 and addressed to the 
Principal, Government Ayurveda College, Kannur, 
Pariyaram . Last date of receipt of sealed tenders to this 
office is 21 - 12 - 2016 at 3 p . m . Late tenders will not be 
accepted . Tenders will be opened at 3 . 30 p . m . on 
21- 12- 2016 in the presence of such of the tenderers or 
their authorized representatives who may be present at 
that time. 


Articulated human 
Joints & Ligaments 
( Original bone ) 


One 
each 


- 1 . 
- 2 . 
- 3 . 

4, 
5 . 
6 . 


Shoulder 
Elbow 

Wrist 
HIP 
Knee 
Ankle 


Office of the Principal, 
Government Ayurveda College , 
Kannur, Pariyaram . 


(Sd.) 
Principal. 


Collegiate Education Department 


ദർഘാസ് പരസ്യം 


Intending tenderers may on application to the 
Principal, Government Ayurveda College , Kannur, 
Pariyaram to obtain the requisite tender forms on which 
tenders should be submitted . Application for the tender 
form should be accompanied by a cash remittence of 
( 1 , 500 + 5 % VAT Total 1 , 575 ) postal charge of 
- 50 should be added if the forms needed by post. The 
price fixed for a form /set of form is not refundable under 
any circumstances. The tender forms are not transferable . 
The sale of tender forms will be started at 11 a . m . on 
1 - 12 - 2016 and will be closed at 3 p . m . on 20 - 12 - 2016 . 
Demand Draft , Cheque , Postal Order etc. will not be 
accepted towards the cost of tender forms nor will be the 
forms be sent per V . P . P . Duplicate tentedr form if 
requested will be issued at 750 + 5 % VAT. Total 

788 postal charge of ` 50 should be added if the forms 
needed by post. A preliminary agreement as per 
Appendix XVII on Kerala Stamp Paper worth of 200 
together with an EMD of 1 % of the total amount quoted 
( minimum 1 ,500 ) should be attached with the tender 
form by way of Demand Draft/ Postal Order. Principal has 
the right to accept or reject the tender without further 
notice . If Government have declared public holiday on 
21-12 -2016 . Tender will be opend on 3 .30 p . m . on next 
working day. Further details can be had from the College 
Office during the office time. 


നമ്പർ 3 - A5/ 1923/ Plan/Edusat/ 16 -17/ UC. 2016 നവംബർ 24 . 

- തിരുവനന്തപുരം യൂണിവേഴ്സിറ്റി കോളേജിൽ 2016 -17 
വർഷത്തിൽ പ്ലാൻ സ്കീമിൽ ഇലക്ട്രോണിക് സാധനങ്ങൾ 
വിതരണം ചെയ്യുന്നതിനുള്ള മുദ്രവച്ച പൂരിപ്പിച്ച ടെണ്ടറുകൾ 
ക്ഷണിക്കുന്നു. 

മുഖവില - 4, 46,000 (എല്ലാ നികുതികളും ഉൾപ്പെടെ). 

ദർഘാസുകൾ പ്രിൻസിപ്പാൾ, യൂണിവേഴ്സിറ്റി കോളേജ്, 
തിരു വ ന ന്ത പുരം എന്ന വിലാ സ ത്തിൽ 14 - 12 - 2016 - ന് 
2 മണിയ്ക്കകം ലഭിക്കത്തക്ക വിധം സമർപ്പിക്കേണ്ടതാണ്. 
കവറിനുമുകളിൽ “ ഇലക്ട്രോണിക്സസ് സാധനങ്ങൾ വിതരണം 
ചെയ്യുന്നതിനുള്ള ദർഘാസ് (3 | A5 /1923/ Plan /Edusat/16 -17/ UC) 
എന്ന് രേഖപ്പെടുത്തേണ്ടതാണ്. 14 - 12 -2016 - ന് 2 മണിക്ക് ശേഷം 
ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ 
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അന്നേ ദിവസം 3 മണിയ്ക്ക് അപ്പോൾ സന്നിഹിതരായിരിക്കുന്ന 
ദർഘാസുകാരു ടെയോ അവരുടെ പ്രതിനിധികളുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 

ദർഘാസ് ഫോറങ്ങൾ കോളേജ് ആഫീസിൽ നിന്നും 
14 - 12 - 2016 വരെ പ്രവൃത്തി ദിവസങ്ങളിൽ രാവിലെ 10.30 മുതൽ 
ഒരു മണിവരെ ലഭി ക്കു ന്ന താ ണ് . ദർഘാസ് 
ഫോറത്തിന്റെ വില - 910 - 0 ( വാറ്റ്, സൈസ് ഉൾപ്പെടെ) 
ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില - 506 -ം ( വാറ്റ്, സെസ് 
ഉൾപ്പെ ടെ ) ആകു ന്നു . ഒറി ജി നൽ ടെണ്ടർ ഫോറം 
വാങ്ങുന്നവർക്ക് മാത്രമെ ഡ്യൂപ്ലിക്കേറ്റ് ഫോം നൽകുകയുള്ളൂ. 

ദർഘാസ് സമർപ്പി ക്കു മ്പോൾ ദ ർ ഘാ സിന്റെ 1 % 
( മിനിമം - 1,500 - ൽ കുറയാൻ പാടില്ല ) തുക EMD ആയി 
നൽ കേ ണ്ട താ ണ് .EMD തുക DD ആയി സമർപ്പി ക്കേ ണ്ട 
താണ്. ദർഘാസ് ഫോറത്തിന്റെകൂടെ 200 - ന്റെ കേരള 
മുദ്രപത്രത്തിൽ കരാർ എഴുതി സമർപ്പിക്കേണ്ടതാണ്. 

- പട്ടിക പ്രകാ രമുള്ള സാധ ന ങ്ങ ൾ മൊത്ത മാ യോ , 
ഭാഗികമായോ നൽകുന്നതിനുള്ള നിരക്കുകൾ രേഖപ്പെടുത്താ 
വു ന്ന താണ്. ഏറ്റവും കുറഞ്ഞ നിരക്ക് രേഖപ്പെടുത്തുന്ന 
സ്ഥാപനങ്ങൾക്ക് ടി സ്ഥാപനങ്ങൾ നൽകുന്ന സാധനത്തിന്റെ 
ഗുണ മേന്മ കൂടി കണ ക്കി ലെ ടുത്ത് ഭാഗി ക മാ യോ 
മൊത്തമായോ വിതരണ ഉത്തരവ് നൽകുന്നതാണ്. 

വിത ര ണ് ഉത്ത രവ് ലഭിച്ചു കഴി ഞ്ഞാൽ 20 
ദി വ സ ത്തി നകം സാ ധ ന ങ്ങ ൾ കോളേ ജാ ഫീ സിൽ 
എത്തിക്കേണ്ടതാണ്. അതിനായി യാതൊരുവിധ കട ത്തു 
കൂലിയും കയറ്റിറ ക്കു കൂ ലിയും നൽകു ന്ന ത ല്ല . ഓരോ 
സാധനത്തിനും വാറ്റ് നികുതിയും സെസ്സും ഉൾപ്പെടെയുള്ള 
വിലകളാണ് ദർഘാസിൽ രേഖപ്പെടുത്തേണ്ട ത് . വിതരണ 
ഉത്തരവ് ലഭിച്ച് നിശ്ചിത സമയപരിധിക്കുള്ളിൽ സാധനങ്ങൾ 
നൽകാതി രു ന്നാൽ തൊട്ടടുത്ത ദർഘാ സു കാ രന് ഉടനെ 
വിത രണ ഉത്ത രവ് നൽകു ന്നതും ഇത്ത ര ത്തിൽ 
സർക്കാരിനുണ്ടാകുന്ന നഷ്ടം ആദ്യ ദർഘാസുകാരനിൽ നിന്ന് 
ഈടാ ക്കു ന്ന തിനുള്ള നിയ മാ നു സൃത നട പ ടി കൾ 
സ്വീക രി ക്കു ന്നതും ടി സ്ഥാപനത്ത കരിമ്പട്ടിക യിൽ 
ഉൾപ്പെടുത്തുന്നതുമാണ്. 

ദർ ഘാ സിൽ പറ യു ന്ന തുക യേ ക്കാൾ കൂടു തൽ 
ഒരിക്കലും ആവശ്യപ്പെടാൻ പാടില്ലാത്തതും അപ്രകാരം തുക 
വർദ്ധിപ്പിച്ചു നൽകുന്നതല്ലാത്തതുമാകുന്നു . 

വിത രണ ഉത്ത രവ് ലഭി ക്കു ന്ന വർ സാ ധ ന ങ്ങ ൾ 
നൽകു ന്ന തോ ടൊപ്പം അതിന്റെ വില രേഖ പ്പെടു ത്തിയ 
ഇൻവോയ്സിന്റെ മൂന്നു പകർപ്പുകളും ഹാജരാക്കേണ്ടതാണ്. 
സാധനങ്ങൾ നൽകുന്നതിനു മുൻപ് 200 മുഖവിലയുള്ള 
കേരള സർക്കാർ മുദ്രപത്രത്തിൽ സ്റ്റോർ പർച്ചേസ് മാന്വൽ 
അപ്പൻഡിക്സ് XVII പ്രകാരമുള്ള കരാർ സമ്മതപത്രവും 
സയെ ഓർഡറിൽ പറയുന്ന തുകയുടെ 5 % തുകയ്ക്കുള്ള 
ഡി . ഡി . സെക രിറ്റി ഡെപ്പോസിറ്റും ഹാജരാക്കി യി രി 
ക്കേണ്ടതാണ്. 

ദർ ഘാസ് തീയതി യിൽ മാറ്റം വരു ത്തു ന്ന തിനോ 
റദ്ദാക്കുന്നതിനോ ഉള്ള പൂർണ്ണ അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


- Face Value - 4, 46,000 (Inclusive of all Taxes). 

The envelopes containing the tenders should 
be superscribed as “ Tender for the Supply of Eletronic 
Items (3/ A5/1923/Plan /Edusat/UC / 16 -17 )” and addressed to 
The Principal, University College, Thiruvananthapuram so 
as to reach in this College on or before 2 p . m . on 
14 - 12 -2016 . Late tenders will not be accepted . The tenders 
will be opened at 3 p . m . on 14- 12 - 2016 in the presence of 
the tenderers or their authorised representatives who may 
be present at that time. 

Tender forms can be had from the College Office 
from 10 .30 a . m . to 1 p . m . on the working days till 
14- 12 - 2016. The cost of the tender form is 91 0 
including VAT + Cess. The cost of duplicate tender form 
will be : 506 , which is price fixed for a tender form and 
which is not refundable under any circumstances. The 
tender forms are not transferrable. 

- Along with Tender, EMD @ 1 % of the amount 
tendered, subject to a minimum of 1, 500 should also be 
submitted in the form of DD . Tenders without sufficient 
EMD are liable to be rejected . The firm who are exempted 
from furnishing EMD should be enclosed the attested 
copy of exemption order. Every tender should be 
accompanied by an agreement in the Kerala Stamp Paper 
worth · 200 . 

The Price quoted should be inclusive of all taxes 
and duties . Otherwise rate of taxes charged upon each 
item should be quoted against the prices of each item . 
The rate quoted should be valid upto 31 -3 - 2017 . 

The successful tenderers should sign an agreement 
| in Kerala Stamp Paper worth - 200 and deposit 5 % value 
of the contract as Security Deposit . 

The articles should be supplied in the College 
Office at the cost of the firm itself. The Payment will be 
effected only after the receipt of the articles in good 
condition and satisfying the quality . 

If the last date of receipt of the tender or the 
opening date of the tender is declared as holiday then 
the same will be postponed to the next working day . 

The Principal reserves the right to reject all or any 
of the tenders without assigning any reason . 


( 2 ) 


No. 3- A5/1923/Plan /Edusat/UC/16-17 . 24th November 2016. 

Sealed tenders are invited for the Supply of 
Electronic Items for various Department in University 
College, Thiruvananthapuram under Plan Fund Scheme 
2016-17. 


നമ്പർ 4- A5/ 1923/ Plan/ Edusat/16-17/ UC . 2016 നവംബർ 26. 

- തിരുവനന്തപുരം യൂണിവേഴ്സിറ്റി കോളേജിൽ 2016 -17 
വർഷ ത്തിൽ പ്ലാൻ സ്കീമിൽ ഫർണിച്ചർ വിത രണം 
ചെയ്യു ന്ന തി നുള്ള മുദ്രവച്ച് പൂരിപ്പിച്ച ടെണ്ടറു കൾ 
ക്ഷണിക്കുന്നു . 

മുഖവില 3,96,650 ( എല്ലാ നികുതികളും ഉൾപ്പെടെ). 
- ദർഘാസുകൾ പ്രിൻസിപ്പാൾ, യൂണിവേഴ്സിറ്റി കോളേജ്, 
തിരു വ ന ത പ രം എന്ന വിലാ സ ത്തിൽ 16 - 12 - 2016 - ന് 
2 മണിയ്ക്കകം ലഭിക്കത്തക്ക വിധം സമർപ്പിക്കേണ്ടതാണ്. 
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No. 4- A5/ 1923/ Plan /Edusat/ 16 - 17/UC. 26th November 2016 . 


Sealed tenders are invited for the Supply of 
Furniture for various Department in University College , 
- Thiruvananthapuram under Plan Fund Scheme 2016- 17. 


കവറിനുമുകളിൽ “ഫർണിച്ചർ വിതരണം ചെയ്യുന്നതിനുള്ള 
ദർഘാസ് (4 / A5/1923 /Plan /Edusat/16-17/UC) ” എന്ന് രേഖപ്പെടു 
ത്തേണ്ടതാണ്. 16 - 12-2016 - ന് 2 മണിക്ക് ശേഷം ലഭിക്കുന്ന 
ദർ ഘാ സു കൾ സ്വീക രി ക്കു ന്ന ത ല്ല . ദർ ഘാ സു കൾ 
അന്നേദിവസം 3 മണിക്ക് അപ്പോൾ സന്നിഹിതരായിരിക്കുന്ന 
ദർഘാസുകാരുടെയോ അവരുടെ പ്രതിനിധികളുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 

ദർഘാസ് ഫോറങ്ങൾ കോളേജ് ആഫീസിൽ നിന്നും 
16 - 12- 2016 വരെ പ്രവൃത്തി ദിവസങ്ങളിൽ രാവിലെ 10. 30 മുതൽ 
ഒരു മണിവരെ ലഭി ക്കു ന്ന താ ണ് . ദർഘാസ് 
ഫോറ ത്തിന്റെ വില - 910 - 0 ( വാറ്റ്, സൈസ് ഉൾപ്പെടെ) 
ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില - 506- ( വാറ്റ്, സെസ് 
ഉൾ പ്പെ ടെ ) ആകു ന്നു . ഒറി ജി നൽ ടെണ്ടർ ഫോറം 
വാങ്ങുന്നവർക്ക് മാത്രമെ ഡ്യൂപ്ലിക്കേറ്റ് ഫോം നൽകുകയുള്ളു. 

- ദ ർ ഘാസ് സമർപ്പി ക്കു മ്പോൾ ദർ ഘാ സിന്റെ 1 % 
( മിനിമം - 1,500 - ൽ കുറയാൻ പാടില്ല .) തുക EMD ആയി 
നൽ കേ ണ്ട താ ണ് . E MD തുക DD ആയി സമർപ്പിക്കേ ണ്ട 
താ ണ് . ദർഘാസ് ഫോറത്തിന്റെ കൂടെ 200 - ന്റെ കേരള 
മുദ്രപത്രത്തിൽ കരാർ എഴുതി സമർപ്പിക്കേണ്ടതാണ്. 

മേൽ പ്രകാ രമുള്ള സാധ ന ങ്ങ ൾ മൊത്ത മാ യോ 
ഭാഗികമായോ നൽകുന്നതിനുള്ള നിരക്കുകൾ രേഖപ്പെടുത്താ 
വു ന്നതാണ്. ഏറ്റവും കുറഞ്ഞ നിരക്ക് രേഖപ്പെടുത്തുന്ന 
സ്ഥാപനങ്ങൾക്ക് ടി സ്ഥാപനങ്ങൾ നൽകുന്ന സാധനത്തിന്റെ 
ഗുണ മേന്മ കൂടി കണ ക്കി ലെ ടുത്ത് ഭാഗിക മാ യോ 
മൊത്തമായോ വിതരണ ഉത്തരവ് നൽകുന്നതാണ്. 

വിത രണ ഉത്ത രവ് ലഭിച്ചു കഴി ഞ്ഞാൽ 20 
ദി വ സ ത്തി നകം സാ ധ ന ങ്ങ ൾ കോളേ ജാ ഫീ സിൽ 
എത്തിക്കേ ണ്ടതാണ്. അതിനായി യാതൊരുവിധ കടത്തു 
കൂലിയും കയറ്റിറ ക്കു കൂ ലിയും നൽകു ന്ന ത ല്ല . ഓരോ 
സാധനത്തിനും വാറ്റ് നികുതിയും സെസ്സും ഉൾപ്പെടെയുള്ള 
വിലകളാണ് ദർഘാസിൽ രേഖപ്പെടുത്തേണ്ടത്. വിതരണ 
ഉത്തരവ് ലഭിച്ച് നിശ്ചിത സമയപരിധിക്കുള്ളിൽ സാധനങ്ങൾ 
നൽകാതി രു ന്നാൽ തൊട്ടടുത്ത ദർഘാസു കാ രന് ഉടനെ 
വിത രണ ഉത്ത രവ് നൽകു ന്നതും ഇത്ത ര ത്തിൽ 
സർക്കാരിനുണ്ടാകുന്ന നഷ്ടം ആദ്യ ദർഘാസുകാരനിൽ നിന്ന് 
ഈടാ ക്കു ന്ന തിനുള്ള നിയ മാ നു സൃത നട പടി കൾ 
സ്വീക രി ക്കു ന്നതും ടി സ്ഥാപനത്ത കരിമ്പട്ടി ക യിൽ 
ഉൾപ്പെടുത്തുന്നതുമാണ്. 

ദർ ഘാ സിൽ പറയുന്ന തുക യേ ക്കാൾ കൂടു തൽ 
ഒരിക്കലും ആവശ്യപ്പെടാൻ പാടില്ലാത്തതും അപ്രകാരം തുക 
വർദ്ധിപ്പിച്ചു നൽകുന്നതല്ലാത്തതുമാകുന്നു . 

വിത രണ ഉത്ത രവ് ലഭി ക്കു ന്ന വർ സാധ ന ങ്ങ ൾ 
നൽകു ന്ന തോ ടൊപ്പം അതിന്റെ വില രേഖ പ്പെ ടു ത്തിയ 
ഇൻവോയ്സിന്റെമൂന്നു പകർപ്പുകളും ഹാജരാക്കേണ്ടതാണ്. 
സാധനങ്ങൾ നൽകുന്നതിനു മുൻപ് 200 മുഖവിലയുള്ള 
കേരള സർക്കാർ മുദ്രപത്രത്തിൽ സ്റ്റോർ പർച്ചേസ് മാന്വൽ 
അപ്പൻഡിക്സ് XVII ( പ്രകാരമുള്ള കരാർ സമ്മതപത്രവും 
സപ്ലേഓർഡറിൽ പറയുന്ന തുകയുടെ 5 % തുകയ്ക്കുള്ള 
ഡി . ഡി . സക രിറ്റി ഡെപ്പോ സിറ്റും ഹാജ രാ ക്കി 
യിരിക്കേണ്ടതാണ്. 

ദർഘാസ് തീയ തി യിൽ മാറ്റം വരു ത്തു ന്ന തിനോ 
റദ്ദാക്കുന്നതിനോ ഉള്ള പൂർണ്ണ അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


- Face Value - 3,96, 650 (Inclusive of all Taxes). 

The envelopes containing the tenders should 
be superscribed as “ Tender for the Supply of Furniture 
(4 / A5 / 1923/Plan / Edusat/16 - 17 /UC ) ” and addressed to The 
Principal, University College, Thiruvananthapuram so as to 
reach in this College on or before 2 p .m . on 
16 - 12 - 2016 . Late tenders will not be accepted . The tenders 
will be opened at 3 p. m . on 16 -12-2016 in the presence of 
the tenderers or their authorised representatives who may 
be present at that time. 

Tender forms can be had from the College Office 
from 10 .30 a. m . to 1 p. m . on the working days till 
16 - 12 - 2016 . The cost of the Tender form is 809 (Rupees 
Eight Hundred and Nine Only including VAT + Cess ). The 
cost of duplicate tender form will be 405 (Rupees Four 
Hundred and Five Only), which is price fixed for a tender 
form and which is not refundable under any 
circumstances . The tender forms are not transferable . 

- Along with Tender, EMD @ 1 % of the amount 
tendered , subject to a minimum of ` 1 , 500 should also be 
submitted in the form of DD . Tenders without sufficient 
EMD are liable to be rejected . The firms who are exempted 
from furnishing EMD should be enclosed the attested 
copy of exemption order. Every tender should be 
accompanied by an agreement in the Kerala Stamp Paper 
worth · 200 . 


The price quoted should be inclusive of all taxes 
and duties . Otherwise rate of taxes charged upon each 
item should be quoted against the prices of each item . 
The rate quoted should be valid upto 31- 3 -2017 . 

The successful tenderers should sign an agreement 
| in Kerala Stamp Paper worth | 200 and deposit 5 % value 
of the contract as Security Deposit. 

The articles should be supplied in the College 
Office at the cost of the firm itself . The payment will be 
effected only after the receipt of the articles in good 
condition and satisfying the quality . 

If the last date of receipt of the tender or the 
opening date of the tender is declared as holiday then 
the same will be postponed to the next working day . 

The Principal reserves the right to reject all or any 
of the tenders without assigning any reason . 


University College, 
Thiruvananthapuram . 


( Sd .) 
Principal. 
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ലഘു ദർഘാസ് പരസ്യം 


(No. IV /2016 -17/ GCA) 


നമ്പർ ബി3 - 1230 / 2016 - 17/ GCA . 


2016 നവംബർ 16. 


Attingal, Pin -695 101” . Last date for receipt of tenders will 
be at 2 .30 p . m . on 20 - 12 - 2016 . Late tenders will not be 
accepted . The tenders will open at 3 p . m . on 
20 - 12 - 2016 in the presence of such of the tenderers or 
their authorized representatives who may be present at 
that time. Intending tenderers may, on application to the 
" The Principal , Government College , Attingal obtain the 
requisite tender forms on which tenders should be 
submitted . Application for the tender form should be 
accompanied by a cash remittance of 700 + VAT 5 % 
which is the price fixed for a form /set of forms and which 
is not refundable under any circumstances. The tender 
forms are not transferable . Sale of tender forms will closed 
at 2 p . m . on 20 - 12 - 2016 . Cheques, Postage Stamps , etc ., 
will not be accepted towards the cost of forms, nor will 
the forms be sent per V . P. P. Duplicate tender forms, if 
required will be issued at - 350 + VAT 5 % per copy. 


2016 - 17 വർ ഷ ത്തേക്ക് ആറ്റി ങ്ങ ൽ ഗവൺമെന്റ് 
കോളേജിൽ സി . സി . റ്റി . വി. ക്യാമറ വിതരണംചെയ്യുന്നതിനും 
സ്ഥാപിക്കു ന്ന തി നു മായി മുദ്രവച്ച മത്സ ര സ്വ ഭാ വ മുള്ള 
ദർ ഘാ സു കൾക്ഷണിച്ചു കൊ ള്ളു ന്നു . ദർഘാസുകളിൽ 
വിജയിക്കുന്ന സ്ഥാപനങ്ങൾ 20 ദിവസത്തിനകം സാധനങ്ങൾ 
സപ്ത ഓർ ഡ റിലെ വ്യവ സ്ഥ കൾക്ക് വിധേ യ മാ യി 
ലഭ്യമാക്കേണ്ടതാണ്. 

"“ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, ആറ്റിങ്ങൽ” എന്ന 
വിലാസത്തിൽ ലഭിക്കേണ്ട ദർഘാസുകളടങ്ങിയ കവറിനു 
മുകളിൽ “ ആറ്റിങ്ങൽ ഗവൺമെന്റ് കോളേജിൽ സി. സി . റ്റി. 
വി . ക്യാമറ വിതരണം ചെയ്യുന്നതിനും സ്ഥാപിക്കുന്നതിനുമുള്ള 
ദർ ഘാസ് 2 016 - 17 എന്ന് രേഖ പ്പെ ടു ത്തി യി രി 
ക്കേ ണ്ട താ ണ് . വൈകി ലഭിക്കുന്ന ദർ ഘാ സു കൾ 
സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന 
തീയതി 20 - 12 - 2016 ഉച്ചയ്ക്ക് 2.30 മണി വരെ ആയിരിക്കും. 
ദർഘാസുകൾ നൽകിയിട്ടുള്ളവരുടേയോ അവർ നിർദ്ദേശിച്ചിട്ടുള്ള 
പ്രതിനിധികളുടേയോ സാന്നിദ്ധ്യത്തിൽ 20 - 12 - 2016 ഉച്ചയ്ക്ക് 
3 മണിക്ക് ദർഘാസുകൾ തുറക്കുന്നതാണ്. 

- ദർഘാസ് ഫോമുകളുടെ വിൽപ്പന 20 -12 -2016 ഉച്ചയ്ക്ക് 
2 മണി വരെ ആയിരിക്കും. ദർഘാസ് ഫോമുകളുടെ വില 
- 700 (5 % വാല്യൂ ആഡഡ് ടാക്സസ് പുറമേ). ദർഘാസ് 
ഫോമുകൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ല . ദർഘാസ് ഫോമിന്റെ 
വിലയായി ചെക്ക്, ഡിമാന്റ് ഡ്രാഫ്റ്റ്, സ്റ്റാമ്പ് മുതലായവ 
സ്വീകരിക്കുന്നതല്ല. 

ദർഘാസ് ഫോമിനോടൊപ്പം - 200 - ന്റെ മുദ്രപ്പത്രത്തിൽ 
കരാറും ആകെ വിലയുടെ ഒരു ശതമാനം നിരതദ്രവ്യവും 
( പ്രിൻസിപ്പാളിന്റെ പേരിൽ ഡിമാന്റ് ഡ്രാഫ്റ്റ് എടുത്തത്) 
കുറഞ്ഞത് - 1,500 ഉള്ളടക്കം ചെയ്യേണ്ടതാണ്. ദർഘാസുകൾ 
സ്വീകരിക്കുന്നതിനോ നിരസിക്കുന്നതിനോ ഉള്ള അധികാരം 
പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പവ്യത്തിദിവ സ ങ്ങ ളിൽ കോളേ ജാ ഫീസിൽ നിന്നും 
ലഭിക്കുന്നതാണ്. 


All the tenderers should execute an agreement in 
- Kerala Stamp Paper worth - 200 while submitting tender 
| form ( vide Page No . 6 of the tender form ). The Earnest 
Money Deposit (EMD ) is required @ 1 % of the total 
cost of the materials quoted in tenders and should be 
remitted by Demand Draft or Fixed Deposit Receipts 
subject to the minimum of 1,500. The tenderers who are 
eligible for exemption from payment of EMD should 
enclose copy of the latest certificate of Registration 
issued by Store Purchase Department, Government of 
Kerala. Otherwise the tender will be summarily rejected . 
The right to accept or reject the tender without assigning 
any reason thereof is vested with the undersigned . 

Further details , if any, can be had from the college 
office on all working days. 

Estimate cost - CC TV Camera (CIUP Fund ) — 
- 3, 50 ,000. 
NB: — The price to be quoted in the tender must 

be inclusive of all taxes . 


അടങ്കൽ തുക - സി . സി . ടി . വി . ക്യാമറ 

( സി. ഐ . യു . പി .ഫണ്ട് ) - 


3,50,000 . 


Government College, 
Attingal . 


- ( Sd.) 
Principal. 


[ No. IV / 2016- 17/ GCA] 


ദർഘാസ് പരസ്യം 

[ നമ്പർ 5 /2015 - 16 ] 
നമ്പർ എ1/ 844/ 2016 - 17. 


2016 നവംബർ 17. 


No . B3- 1230/2016-17/ GCA. | 16th November 2016. 

Sealed tenders are invited for the supply and 
installation of CC TV Camera for the Classrooms and in 
the Campus of the Government College , Attingal. The list 
of items to be supplied will be available along with the 
tender forms. The successful tenderers should deliver the 
items within 20 days from the date of supply order and as 
per the conditions specified there in . 

The envelopes containing the tender should bear the 
superscription “ Purchase and installation of CC TV Camera 
in the Class rooms and in the Campus of Government 
College , Attingal under Plan Fund 2016-2017 ” and should 
be addressed to “ The Principal, Government College , 


- നെടു മ ങ്ങാട് സർക്കാർ കോളേ ജി ലെ ഫിറ്റ്നസ്സ് 
സൈൻ റി ലേക്ക് സ്പോർട്ട് സ് ഉപ ക ര ണ ങ്ങൾ വിതരണം 
ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതി 20 - 12 - 2016 
ഉച്ചയ്ക്കുശേഷം 2 മണിവരെ ആയിരിക്കും. അന്നേദിവസം 
പകൽ 3 മണിക്ക് ഹാജരുള്ള കരാ റു കാ രു ടെ യോ 
അവരുടെ പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ ദർഘാസുകൾ 
തുറക്കുന്നതാണ്. 


- അടങ്കൽ തുക 


1,25,000 . 


468 


13th DEC. 2016) 


STORES PURCHASE 


1285 


നിരതദ്രവ്യം - 1 % 
ദർഘാസ് പ്രമാണത്തിന്റെ വില : 

അസ്സൽ- 420 

ഡ്യൂപ്ലിക്കേറ്റ് - 210 
ദർഘാസ് പ്രമാണങ്ങളും മറ്റ് വിവരങ്ങളും കോളേജ് 
ആഫീസിൽ നിന്നും 20- 12 - 2016 ഉച്ചയ്ക്ക് 1 മണിവരെ ലഭിക്കു 
ന്നതാണ്. ദർഘാസ് പ്രമാണങ്ങൾ തപാലിൽ വേണ്ടവർ തപാൽ 
കൂലിയായി - 40 കൂടി അയയക്കേണ്ടതാണ്. 200 - ന്റെ 
മുദ്രപത്രത്തിൽ ഒരു പ്രാഥമിക കരാർ ദർഘാസിനൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. മേൽപറഞ്ഞിരിക്കുന്ന വ്യവസ്ഥകൾ 
പാലിക്കപ്പെടാത്ത ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. കേരള 
സ്റ്റോർ പർചേസ് നിയമങ്ങൾ എല്ലാം ഇതിനും ബാധകമാണ്. 


കുറയാത്ത തുക നിരതദ്രവ്യമായി പ്രിൻസിപ്പാളിന് മാറാവുന്ന 
രീതിയിലുള്ള ഡി. ഡി. ഹാജരാക്കേണ്ടതും ഇടപാട് സംബന്ധിച്ച 
കരാർ - 200 - ന്റെ മുദ്രപ്പത്രത്തിൽ ടെണ്ടർ ഫോറത്തിന്റെ കൂടെ 
നൽകേണ്ടതുമാ ണ്. ഇതിന് കേരള സർക്കാരിന്റെ സ്റ്റോർ 
പർച്ചേസ് മാനുവലിൽ പറഞ്ഞിരിക്കുന്ന എല്ലാ നിബന്ധനകളും 
ബാധകമായിരിക്കും. ദർഘാസ് ഫോറം വിൽപ്പന ആരംഭിക്കുന്ന 
തീയതി 9 - 12 - 2016, 9.30 മണി മുതൽ അവസാന തീയതി 
19 - 12 - 2016, 2 മണി ആയിരിക്കും. പൂരിപ്പിച്ച ടെണ്ടറുകൾ 
19 - 12- 2016 , 3 മണിക്ക് മുമ്പായി കോളേജ് ഓഫീസിൽ ലഭിക്കേ 
ണ്ടതാണ്. വൈകി കിട്ടുന്നവ പരിഗണിക്കുന്നതല്ല. അന്നേ 
ദിവസം 3.30 മണിക്ക് ഹാജരുള്ള ടെണ്ടർ വച്ചയാളുടേയോ, 
ടിയാൻ അ ധി കാ ര പ്പെടു ത്തിയ പതി നി ധി യു ടേയോ 
സാന്നിദ്ധ്യത്തിൽ ടെണ്ടറുകൾ തുറക്കുന്നതാണ്. ടെണ്ടർഫോറം 
തപാലിൽ ലഭിക്കാൻ - 50 അധികം നൽകേണ്ടതാണ്. ഓരോ 
ഇന ത്തി ന്റെ യും വിലയും നികുതിയും പ്രത്യേകമായി 
കാണിക്കേണ്ടതാണ്. മതിയായ നിരതദ്രവ്യം അടക്കം ചെയ്യാത്ത 
ദർഘാസുകൾ നിരസിക്കുന്ന താ ണ്. വില നിലവാരത്തി ന് 
31 - 3 - 2017 വരെ പ്രാബല്യം ഉണ്ടായിരിക്കുന്നതാണ്. യാതൊരു 
മുന്നറിയിപ്പും കൂടാതെ ദർഘാസ് മാറ്റുവാനോ റദ്ദാക്കുവാനോ 
ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമാണ്. 


[ No . 5/2016-17) 


No. A1- 844/2016- 17. 

| 17th November 2016. 
Sealed tenders are invited for purchase of Sports 
Equipments for the Fitness Centre to the Government 
College , Nedumangad for the year 2016 - 17 . 

Estimated Cost - 1,25,000 . 
EMD - 1 %. 
Cost of tender form : 

Original — 420 . 

Duplicate — 210 . 
Last date of receipt of the tenders — 20 - 12 -2016 . 

For more details please contact Principal, 
Government College, Nedumangad or visit Kerala . gov.in 


Government College, 
Nedumangad. 
Phone No . 0472 - 2812287 


(Sd.) 
Principal. 


ടെണ്ടർ നോട്ടീസ് 
നമ്പർ ബി3 - 1328 / 2016 -17/ പ്ലാൻ. 

2016 നവംബർ 16 . 
- കട്ടപ്പന ഗവൺമെന്റ് കോളേജിൽ 2016 -17 സാമ്പത്തിക 
വർഷത്തെ പ്ലാൻ ഫണ്ട് ഉപയോഗിച്ച് കൊമേഴ്സ്, ഇക്കണോ 
മിക്സ്, കെമിസ്ട്രി ഡിപ്പാർട്ടുമെന്റുകളിലേക്കായി ഇലക്ട്രോണിക്സ് 
ഉപകരണങ്ങൾ സപ്ലെ ചെയ്യുന്നതിന് മത്സര സ്വഭാവത്തോടു 
കൂ ടിയ മുദ്രവച്ച ടെണ്ടറുകൾക്ഷണിക്കു ന്നു . ഏകദേശം 
- 4,95,000 - ന്റെ ഇലക്ട്രോണിക്സ് ഉപകരണങ്ങൾസപ്ല 
ചെയ്യുന്നതിനുള്ള വിശദവിവരവും ടെണ്ടർ ഫോറവും കോളേജ് 
ഓഫീസിൽ നിന്നും 9 - 12 - 2016 മുതൽ പ്രവൃത്തി ദിവസങ്ങളിൽ 
9.30 മണി മുതൽ 2.30 മണി വരെയുള്ള സമയങ്ങളിൽ ലഭിക്കു 
ന്നതാണ്. ടെണ്ടർ ഫോറം ഒന്നിന് 1,000 + 5 % വാറ്റും, 
ടെണ്ടർ ഫോമിന് അടച്ച തുക തിരികെ നൽകു ന്ന ത ല്ല . 
ഡ്യൂപ്ലിക്കേറ്റ് ടെണ്ടർഫോറം - 500 + 5 % വാറ്റും. പൂരിപ്പിച്ച് 
ടെണ്ടറുകൾ പ്രിൻസിപ്പാൾ, ഗവ. കോളേജ്, കട്ടപ്പന എന്ന 
വിലാസത്തിൽ അയയ്ക്കേണ്ടതും കവറിനുമുകളിൽ “2016 - 17 
പ്ലാൻ ഫണ്ട് ഉപയോഗിച്ച് ഇലക്ട്രോണിക്സ് ഉപകരണങ്ങൾ 
സപ്ലെ ചെയ്യുന്നതിനുള്ള ടെണ്ടർ ” എന്ന് രേഖപ്പെടുത്തേണ്ട 
താണ്. അടങ്കൽ തുകയുടെ ഒരു ശതമാനമായ 4,950 - ൽ 


No. B3- 1328/2016-17/Plan . 16th November 2016. 

Sealed tenders are invited for the supply of 
Electronic Equipments for the financial year 2016 -17 Plan 
fund in the Commerce , Economics and Chemistry 
Department for 4 , 95, 000 as specified in the schedule 
attached with tender form . Tender form can be obtained 
from College Office (9- 12 -2016, 9.30 a. m . to 19-12 -2016 
2 p . m . only on working days) on the payment of 
- 1 ,000 + 5 % VAT and duplicate for 500 + 5 % VAT. 
The cost of tender, once paid will not be refunded . The 
sealed cover containing the tender should be addressed 
to the "Principal, Government College , Kattappana ” with 
tender No. and duly superscribed on the cover. “ Tender 
for the Supply of Electronic Equipment for the year 
2016 -17 . Tender should be attached EMD @ 1 % of the 
total cost in the form of Demand Draft drawn in favour of 
the "Principal , Government College , Kattappana at SBI 
Kattappana for not less than - 4,950 as EMD along with 
an Agreement executed on stamp paper worth 200 . 
All laid down in the Kerala Store Purchase Manual 

should be followed . The Supply of tender form will start 
- on 9 -12 - 2016 at 9 . 30 a . m . Last date fixed on 19- 12 - 2016 

2 p .m . Indenting tenderers should send their tenders so 
as to reach this office on or before 19 - 12 - 2016 , 3 p . m . 
Late tenders will not be accepted . Received tenders will 
be opened on 19 - 12 - 2016 at 3.30 p. m . in the presence of 
tenderers or their authorised representatives who may be 
present at that time form who want tender form by post 
should send 50 by Money Order is addition to the 
amount of cost. Rates , VAT and condition of Supply of 
articles should clearly be stated separately in respect of 
each firm . Tenders without sufficient EMD are liable to be 
rejected . The period of firmness of rate quoted will be up 
to 31 - 3 - 2017. 
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The undersigned will have the right to cancel or 
extend the tender formalities at any time without further 
notice . 


Government College , 
Kattappana . 


( Sd.) 
Principal in -Charge. 


addressed to the Principal, S . A .R . B . T.M . Govt. College , 
Koyilandy, Muchukunnu ( P. O .), Koyilandy ( Via ), 
Kozhikode-673 307. The last date for receipt of tender in 
the office is at 3 p . m . on 21 - 12 - 2016 . 

Late tenders will not be accepted . The tenders will be 
opened at 3. 30 p . m . on the above date in the presence 
of such of the tenderers or their authorized representatives 
who may be present at that time. 


ടെണ്ടർ നോട്ടീസ് 


The tender form can be had from the College Office 
- from 10 a . m . to 2 .30 p . m . on all working days on 

payment of 936 (Rupees Nine Hundred and Thirty Six 
only ) which is not refundable under any circumstances. 
Those who wish to purchase tender form by post shall 
send an additional amount of 50 by M . O . to cover 
postal charges Cheque, D . D etc. will not be accepted 
towards the cost of tender form . Tender form will not be 
sent by V.P.P . EMD 1 % of quoted amount drawn in favour 
of the Principal, Government College, Koyilandy, payable 

at SBI Koyilandy should be attached with the tender 
| ( Minimum 1500) . Every tender should be accompanied 
by an agreement in the Kerala stamp worth 200 . 


നമ്പർ എ1- 417 / 2014. 

2016 നവംബർ 21. 
2016 വർഷത്തെ കോളേജ് ക്ലസ്റ്ററിന്റെ " ക്ലസ്റ്റർ ഓഫ് 
കോളേജ് പദ്ധതി വിഹിത പ്രകാരം കൊയിലാണ്ടി 
എസ്. എ . ആർ. ബി . ടി . എം . ഗവ . കോളേജിലെ മെറ്റീരിയൽ 
സ യ ൻ സ് ലാബി ലേക്ക് - 4 , 44, 473 ( നാല് ലക്ഷത്തി 
നാൽപ്പത്തി നാലായിരത്തി നാന്നൂറ്റി എഴുപത്തിമൂന്ന് രൂപ ) 
വില വരുന്ന ലാബ് ഉപകരണങ്ങളും കെമിക്കൽസും വിതരണം 
ചെയ്യുന്നതിന് മുദ്രവച്ച ടെണ്ടറുകൾ ക്ഷണിക്കുന്നു . നിശ്ചിത 
ടെണ്ടറുകൾ പൂരിപ്പിച്ച് 2016 ഡിസംബർ 21- ന് വൈകുന്നേരം 
3 മണിക്ക് മുമ്പായി ലഭി ക്ക ത്ത ക്ക വണ്ണം പിൻ സി പ്പാൾ, 
എസ്. എ . ആർ. ബി . ടി . എം . ഗവ . കോളേജ്, 
കൊയിലാണ്ടി, മുചുകുന്ന് പി . ഒ., കൊയിലാണ്ടി ( വഴി) , 
കോഴിക്കോട്- 673 307 എന്ന വിലാസത്തിൽ അയയ്ക്കേണ്ട 
താണ്. നിശ്ചിത തീയതിക്കുശേഷം ലഭിക്കുന്ന ടെണ്ടറുകൾ 
സ്വീകരിക്കുന്നതല്ല. ടെണ്ടറുകൾ അന്നേ ദിവസം 3.30 മണിക്ക് 
തുറക്കുന്നതായിരിക്കും. നിരതദ്രവ്യം 1 %. 

ഫോറ ങ്ങ ളുടെ വിൽപ്പന അന്നേദിവസം 2 .30 - ന് 
അവസാനിക്കുന്നതായിരിക്കും. ദർഘാസ് ഫോറം - 936 
( തൊള്ളായിരത്തി മുപ്പത്തി ആറ് രൂപ മാത്രം) അടച്ച് കോളേജ് 
ഓഫീസിൽ നിന്നും വാങ്ങിക്കാവുന്നതാണ്. തപാലിൽ ഫോറം 
ആവശ്യമുള്ളവർ ടെണ്ടർ ഫോറത്തിന്റെ തുകയേക്കാൾ 50 
കൂടുതൽമണിയോർഡറായി അയയ്ക്കേണ്ടതാണ്. ഫോറത്തിന്റെ 
വിലയായി ചെക്ക്, ഡി . ഡി . എന്നിവ സ്വീകരിക്കുന്നതല്ല . 
വി. പി. പി. ആയി ഫോറം അയയ്ക്കുന്നതല്ല. ദർഘാസിന്റെ 
വില യാതൊരു കാരണവശാലും തിരിച്ചുകൊടുക്കുന്നതല്ല. 
സംസ്ഥാന സ്റ്റോർ പർച്ചേസ് വകുപ്പിൽ രജിസ്റ്റർ ചെയ്യാത്ത 
ദർഘാസുകൾ പൂരിപ്പിച്ച ഫോറത്തിനൊപ്പം നിരതദ്രവ്യമായി 
ആകെ തുകയുടെ ഒരു ശത മാ നം ഡി . ഡി . ആയി 
സമർപ്പിക്കേണ്ടതാണ്. ( മിനിമം - 1,500 ), കൂടാതെ - 200 - ന്റെ 
മുദ്രപത്രത്തിൽ തയ്യാറാക്കിയ എഗ്രിമെന്റും നൽകേണ്ടതാണ്. 
സയെ ഓർഡർ ലഭിച്ച് ഒരുമാസത്തിനകം സ്വന്തം ചെലവിൽ 
സാ ധ ന ങ്ങ ൾ കോളേ ജാ ഫീ സിൽ എത്തി ക്കേ ണ്ടതും 
ഉപകരണങ്ങൾ നിശ്ചിത സ്ഥലങ്ങളിൽ സ്ഥാപിച്ച് പ്രവർത്തി 
പ്പിച്ച് കാണി ക്കേ ണ്ട തു മാ ണ് . ദർഘാസ് റദ്ദാ ക്കാനോ 
നീട്ടി വെ യ്ക്കാനോ ഉള്ള അധികാരം പിൻ സി പ്പാ ളിൽ 
നിക്ഷിപ്തമായിരിക്കും. കൂടുതൽ വിവരങ്ങൾക്ക് കോളേജ് 
ഓഫീസുമായി ബന്ധപ്പെടുക. ഫോൺ 0496 2690257. 


Rates, Sales tax, and conditions of supply of articles 
should be clearly stated in respect of each item . 
The articles should be supplied in the specified place of 
college within one month from the date of supply order at 
their own expense . The amount will be released after the 
clarification by the competent authority. The Principal, 
Government College, Koyilandy is empowered to cancel or 
extend this tender at any time without notice . 

Further details can be had from the college office . 


S. A .R .B .T.M . Govt. College, 
Koyilandy. 
Email: gckoyilandy @ gmail.com . 


( Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


No, A1 - 417/2014 . 


21st November 2016. 


നമ്പർ എ5- 1515/LAB & LIB /2016- 17/ GCC . 

2016 നവംബർ 15. 
-- സർക്കാർ കോളേജ് ചിറ്റൂർ, പദ്ധതി വിഹിതം വിനിയോഗം 
| 2016 - 17 - ലാബ് & ലൈബ്രറി പദ്ധതി പ്രകാരം - 3,75, 000 - ന്റെ 

ബോട്ടണി, സുവോളജി, കെമിസ്ട്രി, ജ്യോഗ്രഫി, ഫിസിക്സ്, 
ഇലക് ടോണിക്സ് എന്നീ വകു പ്പു ക ളി ലേക്ക് ലാബ് 
ഉപക ര ണ ങ്ങ ൾ വാ ങ്ങു ന്ന തി നുള്ള മുദ്രവച്ച ടെണ്ടർ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ടെണ്ടർ ഫോറത്തിൽ പറഞ്ഞവയ്ക്കുള്ള 
ദർഘാസുകൾ ഉൾക്കൊള്ളുന്ന കവറിനുമുകളിൽ "നമ്പർ എ5/ 1515/ 
LAB & LIB / 2016-17/ GCC - വിവിധ വകുപ്പുകളിലേക്ക് ലാബ് 
ഉപകരണങ്ങൾ വാങ്ങുന്നതിനുള്ള ടെണ്ടർ എന്ന്കാണിച്ചിരിക്കണം. 

- ദർഘാസുകൾ പ്രിൻസിപ്പാൾ സർക്കാർ കോളേജ്, ചിറ്റൂർ, 
ചിറ്റൂർ കോളേജ് പി . ഒ ., പാലക്കാട് ജില്ല - 678 104 എന്ന 
വിലാസത്തിൽ 15- 12- 2016 - ന് ഉച്ചയ്ക്ക് 2 മണിവരെ സ്വീകരിക്കു 
ന്നതാണ്. വൈകിവരുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 
ദർ ഘാ സു കൾ അന്നേ ദിവസം ഉച്ചയ് ക്ക് 3 മണിക്ക് 


Sealed tenders are invited for the supply of Lab 
equipments and chemicals into Material Science Lab of 
S . A .R . B . T. M . Govt. College , Koyilandy at an estimate cost 
of 4 , 44 ,473 (Four Lakh Forty Four Thousand Four 
Hundred and Seventy Three only ) under college cluster 
fund. The envelope containing the tender should be 
superscribed . “ Tender for the supply of Lab equipments 
and chemicals under College Cluster Scheme 2016 ” and 
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ദർഘാസ് പരസ്യം 


നമ്പർ എ1- 552 / 2016. 


2016 നവംബർ 21. 


തൽസമയം ഹാജരുള്ള കരാറുകാരുടെ സാന്നിദ്ധ്യത്തിൽ 
തുറക്കുന്നതാണ്. ദർഘാസുകൾ സമർപ്പിക്കാൻ ഉദ്ദേശിക്കുന്നവർ 
ചിറ്റൂർ സർക്കാർ കോളേജ് പ്രിൻസിപ്പാളിന്റെ കാര്യാലയത്തിൽ 
നിന്ന് ദർഘാസ് ഫോറം വാങ്ങേ ണ്ട താ ണ് . ദർഘാസ് 
ഫോറത്തിന്റെ വില - 840 ( 800+ 40 വാറ്റ്). ചെക്ക്, ഡ്രാഫ്റ്റ്, 
പോൽഓർഡർ എന്നിവ സ്വീകരിക്കുന്നതല്ല . 

- ദർഘാസ് ഫോറം കൈമാറാൻ പാടുള്ളതല്ല. ദർഘാസ് 
ഫോറം എല്ലാ ദിവസവും ഉച്ചയ്ക്ക് 2 മണിവരെ ഓഫീസിൽ 
നിന്നും ലഭിക്കുന്നതാണ്. ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് ഫോറം 
വേണ്ടവർ - 420 കൂടി അടയ്ക്കേണ്ടതാണ്. 


നിരതദ്രവ്യം - 1 % 


വിശദവിവരങ്ങൾ ഓഫീസിൽ നിന്ന് ലഭിക്കുന്നതാണ്. 


No. A5/1515 /LAB & LIB / 2016 - 17/ GCC. 

15th November 2016. 


- കോടഞ്ചേരി ഗവൺമെന്റ് കോളേ ജി ലേക്ക് 2016 - 17 
സാമ്പ ത്തിക വർഷത്തെ പ്ലാൻ ഫണ്ട് വിനിയോഗിച്ച് 
- 4,06,000- ന്റെ കായിക വിഭാഗത്തിലേക്ക് പോട്സ് സൈക്കി 
ളുകൾ വാങ്ങുന്നതിന് മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിക്കുന്നു. 

ദർഘാസുകൾ അയയ്ക്കുന്ന കവറിനുമുകളിൽ "2016 -17 
വർഷത്തേക്ക് കോടഞ്ചേരി ഗവൺമെന്റ് കോളേജിലേക്ക് 

പോട്സ് സൈക്കിളുകൾ വിതരണം ചെയ്യുന്നതിനുള്ള 
ദർഘാസ് എന്ന്ആലേഖനം ചെയ്യേണ്ടതും പ്രിൻസിപ്പലിന്റെ 
പേരിൽ അയക്കേണ്ടതുമാകുന്നു . ദർഘാസുകൾ 30 - 12 - 2016 - ന് 
ഉച്ചയ്ക്ക് 12 മണിവരെ മാത്രം സ്വീകരിക്കുന്നതും അന്നേ 
ദിവസം 2 മണിക്ക് തുറക്കുന്നതുമാകുന്നു . 

- ദർഘാസ് ഫോറത്തിന്റെ വില 945- ( നികുതിയുൾപ്പെടെ) 
ഡ്യൂപ്ലിക്കേറ്റ് കോപ്പിയുടെ വില - 475 - ( നികുതിയുൾപ്പെടെ) 
ആണ്. തപാലിൽ ലഭിക്കുന്നതിനുവേണ്ട തപാൽചാർജ്ജും 
അടക്കമുള്ള തുകയ്ക്ക് - 995 മണിയോർഡർ അയക്കേണ്ട 
താണ്. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല . 
വിതരണം ചെയ്യേണ്ട സാധനസാമഗ്രികളുടെ പട്ടിക ദർഘാസ് 
ഫോറത്തിനൊപ്പം ലഭിക്കുന്നതാണ്. 

- ദർഘാസ് ഫോറ ത്തിനൊപ്പം 200 - ന്റെ കേരള 
സർക്കാരിന്റെമുദ്രപ്രതത്തിൽ ഉടമ്പടിയും - 4,060 - ന്റെ നിരത 
- ദ്രവ്യവും നൽകേണ്ടതാണ്. നിശ്ചിത സമയപരിധിക്കുശേഷം 
ലഭിക്കുന്നതും നിരതദ്രവ്യം കൂടെയില്ലാത്തതും മുദ്രപ്രതത്തിൽ 
ഉടമ്പടി സമർപ്പിക്കാത്തതുമായ ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. 
നിരതദ്രവ്യം ഒഴിവാക്കേണ്ടവർ ബന്ധപ്പെട്ട രേഖകൾ കൂടെ 
സമർപ്പിക്കേണ്ടതാണ്. നികുതിയുൾപ്പെടെയുള്ള വിലയാണ് 
ദർഘാസിൽ രേഖപ്പെടുത്തേണ്ടത്. തക്കതായ കാരണം കൂടാതെ 
ദർഘാസുകൾ നിരസിക്കാനുള്ള അവകാശം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമാണ്. 


Sealed tenders are invited for the Supply of Lab 
equipments for the Department of Botany , Zoology, 
Chemistry, Electronics, Physics and Geography at Govt. 
College , Chittur for an amount of ` 3 ,75 ,000 . 

The envelope containing the tenders should bear 
the superscription A5/ 1515 /LAB & LIB / 2016 - 17 /GCC . 
“ Tender for supply of Lab Equipments to Various 
Departments ” and should be addressed to The Principal, 
Govt . College Chittur, Chittur College P . O . , 
Palakkad-678 104. 


Last date for the receipt of the tender will be 
on 15 - 12 - 2016 , 2 p .m . Late tenders will not be accepted . 
The tenders will be opened at 3 .p .m . on 15 - 12 - 2016 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
Principal, Govt . College, Chittur obtain the requisite tender 
forms on which tenders should be submitted . Application 
for the tender form should be accompanied by a cash 
receipt of 840 ( Cost of tender - 800 + VAT 40 ) which is 
not refundable under any circumstances. Tender forms are 
not transferable. 


No. A1- 552/ 2016 . 

2 1st November 2016. 
Sealed tenders are invited for the supply of Sports 
Cycle to Government College, Kodanchery under Plan 
Fund 2016 -17 for - 4, 06, 000. 

The tenders should be superscribed “ Supply of 
Sports Cycle for the use in the Physical Education 
Department of Government College , Kodanchery and 

addressed to the undersigned . Last date of the tender is 
| 12 Noon on 30- 12 - 2016 and will be opened on the same 
day at 2 p . m . Tenderer should submit their tenders in the 
prescribed form which can be had from the undersigned 
on cash payment or Money Order of 945 (inclusive of 
all taxes) for original tender and · 475 for the duplicate. 
The tender forms are not transferable . The list of articles 
will be available with the tender form . Those who have 
required tender form by Registered Post , send - 995 
( Cost of tender form VAT and registered postal charges). 

An agreement in the prescribed form in Kerala 
Government Stamp Paper worth 200 should be executed 
along with the tender, and with an E . M . D . of 

4 ,060 in the form of Demand Draft in the name of the 
undersigned from any Nationalized Bank . 


Sale of tenders will be closed at 2 p . m . on 15 - 12 -2016 . 
Cheques, Postage stamps etc . will not be accepted 
towards the cost of forms nor will the forms sent per 
VPP. Duplicate tender forms if required will be issued at 
- 420 per copy. EMD 1 %. 


Government College 
Chittur. 


( Sad ) 
Principal. 
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- Sale of tender form will be closed at 12 Noon on 
30 - 12 -2016 . Tenders without accompanied by the E . M . D . 
and the agreement in the Stamp Paper will not be 
accepted on any account. 

The Principal reserves the right to reject any or all 
tenders without ascending any reason . 


( Sd .) 


Govt. College, 
Kodanchery. 


Principal. 


ടെണ്ടർ നോട്ടീസ് 

[ നമ്പർ 01/2016 -17) 
നമ്പർ എ1/ 604 /2016. 

2016 നവംബർ 22. 
-- തലശ്ശേരി ഗവൺമെന്റ് കോളേജ് ചൊക്ലിയിൽ 2016- 17 
വർഷത്തെ പ്ലാൻ സ്കീമിൽ CIUP എന്ന ശീർഷകത്തിൽ 

പോർട്സ് ഉപകരണങ്ങൾ വാങ്ങുന്നതിനു 1, 50,000 
അനുവദിച്ചിട്ടുണ്ട്. അതിനായി മുദ്രവച്ച ടെണ്ടറുകൾ ക്ഷണിച്ചു 

കൊ ള്ളു ന്നു . ടെണ്ടർ കവറിനു പുറത്ത് കോളേജിലേക്ക് 
സ്പോർട്സ് ഉപക ര ണ ങ്ങൾ വാങ്ങുന്നതിനുള്ള ( CIUP) 
ടെൻ ഡർ - ടെൻഡർ നമ്പർ 1/ 2016 - 2017 എന്നെഴുതി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, തലശ്ശേരി, ചൊക്ലി, 
ഒളവിലം എന്ന വിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. ടെണ്ടർ 
ഫോറം 30- 12- 2016, 12 മണിവരെ കോളേജ് ഓഫീസിൽ നിന്നും 
വിതരണം ചെയ്യുന്നതാ ണ് . ടെണ്ടറുകൾ സ്വീകരിക്കുന്ന 
അവസാന തീയതി 30 - 12 - 2016, 2 മണി. ടെണ്ടറുകൾ 30 -12 - 2016 
വൈകുന്നേരം 3 മണിക്ക് ടെണ്ടറുകൾ നൽകി യിട്ടു ള്ള 
വരുടെയോ അല്ലെങ്കിൽ അവർ അധികാരപ്പെടുത്തിയിട്ടുള്ള 
വരുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 

ടെണ്ടർ ഫോമുകൾ പണമായോ മണിയോർഡറായോ 
- 416 ( 400 + : 16 VAT രൂപാ മാത്രം) അടച്ചാൽ ലഭിക്കു 
ന്നതാണ്. തപാലിൽ വേണ്ടവർ തപാൽ ചെലവ് 40 കൂടി 
അയച്ചു തരേണ്ടതാണ്. യാതൊരു കാരണവശാലും ടെണ്ടർ - 
ഫോമുകളുടെ വില തിരിച്ച് നൽകുന്നതല്ല. ടെണ്ടർ ഫോമുകൾ 
വി . പി. പി . ആയി അയയ്ക്കുന്നതല്ല. ചെക്ക്, ഡി . ഡി ., 
പോസ്റ്റൽ ഓർഡർ എന്നിവ ടെണ്ടർ ഫോമിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല . ടെണ്ടർ ഫോമിന്റെ കൂടെ സാധനങ്ങളുടെ 
വിലയുടെ 1 % തുക ഇ . എം . ഡി. അടയ്ക്കേണ്ടതാണ്. ഇത് 
ചുരുങ്ങിയത് - 1,500 (ആയിരത്തിഅഞ്ഞൂറ്) ആയിരിക്കണം. 
ടെണ്ട ർ ഫോമിന്റെ കൂടെ 200 വിലയുള്ള മുദ്രവച്ച 
പ്രതത്തിൽ ഉടമ്പടി ചെയ്യേണ്ടതാണ്. കേരളത്തിന് പുറത്തുള്ള 
വർക്ക് അവർ ആവശ്യപ്പെട്ടാൽ മുദ്രപത്രം ടെണ്ടർ ഫോമിന്റെ 
കൂടെ അയച്ചു ത രു ന്നതും അതി നു വേണ്ടി അ ധിക മായി 

222 മണിയോർഡറായി അയയ്ക്കേണ്ടതുമാണ്. EMD ഇല്ലാത്ത 
ടെൻഡറുകൾ നിരസിക്കുന്നതാണ്. 

- ഡ്യൂപ്ലിക്കേറ്റ് ടെണ്ടർ ഫോമുകൾ ആവശ്യമുള്ളവർ - 208 
അടയ്ക്കേണ്ടതാണ്. ഒറിജിനൽ ടെണ്ടർ ഫോമുകൾ വാങ്ങുന്ന 
വർക്ക് മാത്രമേ ഡപ്ലിക്കേറ്റ് ലഭി ക്കു ക യു ള്ളൂ . ടെണ്ടർ 
ഫോമുകൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ല . അസംബ്ലഡ്/ ലോക്കൽ 
മെയ് ഡ് സാ ധ ന ങ്ങൾ സ്വീക രി ക്കു ന്ന തല്ല . ബന്ധ പ്പെട്ട 
അധികാരിയിൽ നിന്നും സപ്ലെ ചെയ്ത സാധ ന ത്തിന്റെ 
ഗുണനിലവാരം പരിശോധനാ സാക്ഷ്യപത്രം ലഭിച്ചാൽ മാത്രമേ 
തുക വിതരണം ചെയ്യുകയുള്ളൂ. 

- ഏതെങ്കിലുമോ മുഴുവനായോ ടെണ്ടറുകൾ സ്വീകരിക്കു 
ന്ന തിനും നി രാകരി ക്കു ന്ന തി നു മുള്ള അധികാരം 
പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമാണ്. 


- [ No. 01/2016-17 ) 
No . A1- 604 /2016 -17 . 

| 22nd November 2016. 
Sealed tenders are invited for the supply of Sports 
goods and Equipments (as per specification attached to 
the Tender notice ) for an amount of 1, 50 ,000 under 
Plan Scheme “ CIUP (Plan ) 2016 - 2017” . 

The Tenders should be superscribed with “ Tender 
No. 1/ 2016 - 2017 , supply of Sports goods and Equipments 
under the Plan Scheme " CIUP (Plan ) 2016 - 2017 and 
addressed to the Pricipal, Govt. College, Thalassery , 
Chokli -673313 ” . Last date for receipt of tender is 
30 -12 - 2016 at 2 p . m . 

Late tenders will not be entertained . The tenders will 
be opened at 3 p . m . on the same day in the presence of 
such of the tenderer or their authorised representatives 
who may be present at that time. 

Intending tenderers may on application to the Prncipal, 
Govt. College, Thalassery - Chokli P. O ., Olavilam -673 313” , 
obtain requisite tender forms on which tenders should 
be submitted . The cost of tender form is 
- 400 + 4 % VAT (ie. - 16) (Rupees four hundred and 
sixteen only ). Applications for the tender form should be 
accompanied by a cash remittance of 416 at the 
college office or by Money Order which is the price fixed 
for a form and which is not refundable under any 
circumstances. Sale of tender forms will be closed at 
12 Noon on 30 - 12 - 2016 . Drafts , Cheques, Postage Stamps , 
Postal orders etc. will not be accepted towards the cost 
of tender forms. The tender form will not sent by VPP . 
Duplicate tender forms, if any required will be issued at 
- 200 + 8 % VAT, (ie . 208 ) per copy, only to those 
who purchased the original tender forms. Tender forms are 
not transferable . 

Every tender should be accompanied by an EMD @ 
1 % of the article tendered for. This should be subject to 
a minimum of 1,500. EMD may be forwarded by way of 
DD payable at State Bank of India , Thalassery Branch in 
favour of the undersigned . Earnest Money in cash 
should not be enclosed with the envelope containing the 
tender. An agreement executed in Kerala Stamp paper 
worth 200 is to be submitted along with the tender. 
The tenders without EMD and agreement will be rejected . 

The tenderers shall also be ready and liable to 
supply even a single item shown in their tender on 
placing supply order. 

Assembled /Local made articles are not acceptable . 
The payment will be effected only after the receipt of 
necessary certificate in regard to quality and 
specifications from the authorities concerned . 

The Principal reserves himself the right to accept or 
to reject any or all the tenders without assigning any 
reason therof. 


Government College , 
Thalassery -Chokli, 
Olavilam P. O . 
Pin - 673 313, 
Ph : 04902393985 
govtcollegetly @ gmail.com 


| ( Sd.) 
Principal. 
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പുനർ ദർഘാസ് പരസ്യം 

| [ നമ്പർ 02/ പ്ലാൻ/ 2016-17) 
നമ്പർ എ3- 1327 / 2016. 

2016 നവംബർ 22. 
- കാസറഗോഡ് ഗവൺമെന്റ് കോളേജിലെ റിസർച്ച് 
സൈൻ റി ലേക്ക് 2 016 - 17 സാമ്പ ത്തിക വർഷ ത്തെക്ക് 
“ മോഡേണൈസേഷൻ ഓഫ് എഡ്യൂസാറ്റ് ക്ലാസ് റൂം ആന്റ് 
പി . ജി. ക്ലാസ് റൂം ( പ്ലാൻ) ” എന്ന ശീർഷകത്തിൽ - 4,28,480 
( നാലു ലക്ഷത്തി ഇരുപത്തിയെട്ടായിരത്തി നാന്നൂറ്റി എൺപത് 
രൂപ മാത്രം) - ന്റെ കോളാർ മെക്ക്, ലേസർ പോയിന്റർ, ലാപ്പ് 
ടോപ്പ്, പബ്ലിക് അഡസ്സ് സിസ്റ്റം, പോർട്ട ബിൾ 
അഡസ്സ് സിസ്റ്റം, എൽ. സി . ഡി പാജ ക്ടർ എന്നിവ 
വിത രണം ചെയ്യു ന്ന തിനുള്ള മുദ്രവച്ച ദർഘാ സു കൾ 
ക്ഷണിക്കുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനുപുറത്ത് 
“ മോഡേണൈസേഷൻ ഓഫ് എഡ്യൂസാറ്റ് ക്ലാസ് റൂം ആന്റ് 
പി. ജി . ക്ലാസ് റൂം കോളാർ മെക്ക്, ലേസർ പോയിന്റർ, 
ലാപ്പ് ടോപ്പ്, പബ്ലിക് അഡ്രസ്സ് സിസ്റ്റം, പോർട്ടബിൾ അഡ്രസ്സ് 
സിസ്റ്റം, എൽ. സി . ഡി പാജക്ടർ ദർഘാസ് ( പ്ലാൻ) 2016 - 17 
എന്നെഴുതി പിൻ സി പ്പാൾ, ഗവൺമെന്റ് കോളേജ്, 
കാസർഗോഡ്, പി . ഒ . വിദ്യാ ന ഗർ, പിൻ - 671 123 എന്ന 
വിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. പുനർ ദർഘാസുകൾ 
സ്വീകരിക്കുന്ന അവസാന തീയതി 23 - 12 - 2016 - ന് ഉച്ചയ്ക്ക് 2 
മണി യാ ണ് . വൈകി എത്തുന്ന പു നർ ദർ ഘാസു കൾ 
യാതൊരു കാര ണ വ ശാലും സ്വീകരിക്കു ന്ന ത ല്ല . പുനർ 
ദർഘാസുകൾ അന്നേദിവസം ഉച്ചയ്ക്ക് 3 മണിക്ക് അപ്പോൾ 
ഹാജരുള്ള പുനർ ദർഘാസുകാരുടെയോ ദർഘാസുകാർ 
അധികാരപ്പെടുത്തിയ പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ 
തുറക്കുന്നതാണ്. 

പുനർ ദ ർ ഘാ സിനുള്ള അപേക്ഷാ ഫോറ ങ്ങ ൾ 
ലഭി ക്കു വാ ൻ പിൻ സി പ്പാൾ, ഗവൺ മെന്റ് കോളേജ്, 
കാസർഗോഡ്, പി . ഒ . വിദ്യാ ന ഗർ, പിൻ- 671 123 എന്ന 
വിലാസത്തിൽ അപേക്ഷിക്കേണ്ടതാണ്. അപേക്ഷയോടൊപ്പം 
പുനർ ദർഘാസ് ഫോറത്തിന്റെ വില വില്പന നികുതിയടക്കം 
- 945 (പുനർ ദർഘാസ് ഫോറത്തിന്റെ വില - 900 + വാറ്റ് 5 % ) 
പണമായി ഒടുക്കേണ്ടതാണ്. പുനർ ദർഘാസ് ഫോറങ്ങൾ 
കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല . 

- പുനർ ദർഘാസ് ഫോറത്തിന്റെ വില്പന 23 - 12 - 2016 
ഉച്ചയ്ക്ക് 1 മണിക്ക് അവ സാ നിക്കും. പുനർ ദർഘാസ് 
ഫോറ ത്തിന്റെ വില ചെക്ക്, ഡാ ഫ് റ്റ് എന്നിവ യാ യി 
സ്വീകരിക്കുന്നതല്ല. പുനർ ദർഘാസ് ഫോറം രജിസ്റ്റേർഡ് 
തപാലിൽ ലഭിക്കുവാൻ - 995 (ദർഘാസ് ഫോറത്തിന്റെ 
വില - 945 + തപാൽ ചാർജ്ജ് - 50 ) മണിയോർഡറായി 
അ യ യ് ക്കേ ണ്ട താ ണ് . ത പാൽ വഴി പുനർ ദ ർ ഘാ സ് 
ഫോറത്തിനുള്ള അപേക്ഷ 16 - 12 -2016 - ന് 3 മണിവരെ മാത്രമേ 
സ്വീക രി ക്കു ക യു ള്ളൂ . ഉ പ ക ര ണ ങ്ങ ൾ വിത ര ണം 
ചെയ്യു ന്നത് സംബന്ധിച്ച് നി രി ക്കു കളും നിബ ന്ധ നകളും 
വിതരണം ചെയ്യുവാനെടുക്കുന്ന പരമാവധി കാലാവധി എന്നിവ 
വ്യക്തമായി പരാമർശിക്കേണ്ടതാണ്. നിരക്കുകൾക്ക് 31 - 3 - 2017 
വരെ സ്ഥിരതയുണ്ടായിരിക്കണം. പുനർ ദർഘാസിന്റെ കൂടെ 

200 - ന്റെ കേരള സ്റ്റാമ്പ് പേപ്പറിലുള്ള സമ്മത പത്രവും 
നിരതദ്രവ്യമായി മൊത്തം വിലയുടെ ഒരു ശതമാനം നിരക്കിൽ 
വരുന്ന തുകയ്ക്ക് പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, 
കാസർഗോഡ്, വിദ്യാനഗർ പി. ഒ . എന്ന പേരിൽ ഡി . ഡി .- യും 
അടക്കം ചെയ്യേണ്ടതാണ്. നിരതദ്രവ്യം അടക്കം ചെയ്യാത്ത 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . കേരള സർക്കാർ സ്റ്റോർസ് 
പർച്ചേസ് ഡിപ്പാർട്ടുമെന്റ്മുഖേന രജിസ്റ്റർ ചെയ്തിട്ടുള്ള 
നിരതദ്രവ്യം സമർപ്പിക്കുന്നതിൽനിന്ന് ഒഴിവാക്കപ്പെട്ടിട്ടുള്ള 
സ്ഥാപന ങ്ങൾ മതിയായ രേഖകൾ ഹാജരാക്കു ന്ന പക്ഷം 
നിരതദ്രവ്യം ഒടുക്കേണ്ടതില്ല . 

യാതൊരു കാരണവും ബോധിപ്പിക്കാതെ തന്നെ ദർഘാസ് 
തീയതി ദീർഘിപ്പിക്കുവാനോ റദ്ദാക്കുവാനോ ഉള്ള അധികാരം 
താഴെ ഒപ്പിട്ടിട്ടുള്ളഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 


| [ No. 02/Plan /2016-17) 
No. A3 -1327/2016 . 

22nd November 2016 . 
Sealed competitive Re-tenders are invited for the 
supply of “ Collar mike -, Laser pointer, Laptop , Portable 

Address system , LCD Projector, Public Adress system ” for 
- an amount of 4 ,28, 480 (Rupees Four lakh, Twenty 

eight thousand four hundred and eighty only ) to the 
- Resarch Centre , Govt. College, Kasaragod, under State 

Plan - 2016 -17 under Modernization of EDUSAT Class Room 
and PG Class Rooms. 

The Re- tender should be superscribed “ Re- Tender 
for the supply “ Collar mike -, Laser pointer, Laptop , 
Portable Address system , LCD Projector, Public Adress 
system ” under State Plan Fund 2016 - 17 and addressed to 

the Principal, Government College, Kasaragod , 
-- Vidyanagar P . 0 ., Kasaragod - 671 123 . 

The sale of the Re-tender form will be start on 
13 - 12 - 2016 . Re- tender will be opened at 3 p . m . on 
23 - 12- 2016 . In the presence of such of the tenderers or 
their authorized representatives who may be present at 
that time. Late tenders will not be accepted on any 
account. 

The application for Re- tender form should be 
accompanied by a cash remittance of 945 (Rupees Nine 
Hundred and Fourty five only ) being the cost of tender 
form including VAT ( cost of Re-tender form - 900 + VAT 
@ 5 %). Tender forms are not transferable. Sale of tender 

form will be closed at 1 p . m . on 23 - 12 -2016 , the last date 
- and time for receive the tender will be at 2 p . m . on the 
same day. 

Cheques, D . D . or the Postal Orders etc . will not be 
accepted towards the cost of Re-tender form . Those who 
require the Re -tender form by post , should send an 
amount of 995 + " 50 ( 50 Postal Charge ). By Money 
Order application for tender form , to be sent by post, 
will be entertained only up to 16 - 12 - 2016 . 

- Rates and conditions for the supply of “ Collar mike -, 
Laser pointer, Laptop , Portable Address system , LCD 
Projector, Public Adress system ” maximum period required 
for the delivery of articles should clearly be mentioned . 
The rates should remain stable till 31 -3 -2017 . 

Every Re -tender should be accompanied by an 
agreement (Appendix X of SPM ) in Kerala Stamp Paper 
worth 200 and an E . M . D . of 1 % of the quoted value 
in the form of D . D . in favour of the Principal, Government 
College, Kasaragod . 

Re-tender without E . M . D . will be rejected , but will 
be entertained from the firms which are exempted from 
furnishing E . M . D . on production of clear documentary 
evidence . 

The undersigned reserves the right to extend , cancel 
or reject the tenders without assigning any reason 
thereof. 


Government College , 
Kasaragod. 


( Sd.) 
Principal. 
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[ No . 03/2016- 17) 
No. A3- 486/2016. 

| 15th November 2016. 
Sealed competitive tenders are invited for the 
supply of “Lab Equipments for an amount of 4,20,000 
to the Chemistry Lab , Govt. College, Kasaragod, under 
Back to Lab Programme of Kerala State Council for 
Science Technology and Environment Thiruvananthapuram 
under Back to Lab Programme. 


The Tender should be superscribed Tender for the 
supply of “Lab Equipments to Chemistry Department 
under Back to Lab Programme 2016 - 17 and addressed to 
the Principal , Government College , Kasaragod, 
Vidyanagar P. 0 ., Kasaragod-671 123. 

The last date and time for the receipt of the tenderer 
will be at 2 p . m . on 15 - 12 -2016 and the same will be 
opend at 3 p . m . on the same day in the presence of 
such of the tenderers or their authorized representatives 
who may be present at that time. Late tenders will not be 
accepted on any account. 

The application for Tender form should be 
accompanied by a cash remittance of 945 being the cost 
of tender form including VAT ( cost of Tender form 

900 + VAT @ 5 % ). Tender forms are not transferable. 
Sale of tender form will be closed at 1 p . m . on 15- 12- 2016 . 


- കാസറഗോഡ് ഗവൺമെന്റ് കോളേജിലെ കെമ്സ്ടി 
ലാ ബി ലേക്ക് 2016 - 17 സാമ്പ ത്തിക വർഷ ത്തേക്ക് 
“ ബാക്ക് ടു ലാബ് എന്ന ശീർഷകത്തിൽ - 4, 20,000 - ന്റെ 
ലാബ് ഉപകരണങ്ങൾ വിതരണംചെയ്യുന്നതിനുള്ള മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു. ദർഘാസ് അടക്കം ചെയ്യുന്ന 
കവറിനുപുറത്ത് “കാസറഗോഡ് ഗവൺമെന്റ് കോളേജിലെ 
കെമിസ്ട്രി ലാബിലേക്ക് ലാബ് ഉപകരണങ്ങൾ വിതരണം 
ചെയ്യുന്നതിനുള്ള ദർഘാസ് 2016- 17 എന്നെഴുതി പ്രിൻസിപ്പാൾ, 
ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, പി . ഒ. വിദ്യാനഗർ, 
പിൻ - 671 123 എന്ന വിലാസത്തിൽ അയയ്ക്കേ ണ്ട താ ണ് . 
ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതി 15 -12 - 2016 - ന് 
ഉച്ചയ്ക്ക് 2 മണിയാണ്. വൈകി എത്തുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ 
അന്നേദിവസം ഉച്ചയ്ക്ക് 3 മണിക്ക് അപ്പോൾ ഹാജരുള്ള 
ദർഘാസുകാരുടെയോ ദർഘാസുകാർ അധികാരപ്പെടുത്തിയ 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 

- ദർഘാസിനുള്ള അപേക്ഷാ ഫോറങ്ങൾ ലഭിക്കു വാൻ 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, പി. ഒ. 
വിദ്യാനഗർ, പിൻ- 671 123 എന്ന വിലാസത്തിൽ അപേക്ഷിക്കേണ്ട 
താണ്. അപേക്ഷയോടൊപ്പം ദർഘാസ് ഫോറത്തിന്റെ വില 
വില്പന നികുതിയടക്കം - 945 ( ദർഘാസ് ഫോറത്തിന്റെ വില 
- 900 + വാറ്റ് 5 %) പണമായി ഒടുക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യുവാൻ പാടുള്ളതല്ല . 
- ദർഘാസ് ഫോറത്തിന്റെ വില്പന 15- 12- 2016 ഉച്ചയ്ക്ക് 1 
മണിക്ക് അവസാനിക്കും. ദർഘാസ് ഫോറത്തിന്റെ വില 
ചെക്ക്, ഡാഫ്റ്റ് എന്നിവയായി സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് 

ഫോറം രജി സ്റ്റേർഡ് തപാലിൽ ലഭിക്കുവാൻ - 9995 
( ദർഘാസ് ഫോറത്തിന്റെ വില 945 + തപാൽ ചാർജ്ജ് - 50 ) 
മണിയോർഡ റായി അയയ് ക്കേ ണ്ട താ ണ് . ത പാൽ വഴി 
ദർ ഘാസ് ഫോറ ത്തി നുള്ള അപേക്ഷ 9 - 12 - 2016 - ന് 
വൈകുന്നേരം 5 മണിവരെ മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. 
ഉപകരണങ്ങൾ വിതരണം ചെയ്യുന്നതു സംബന്ധിച്ച നിരക്കു 
കളും നിബ ന്ധ നകളും വിതരണം ചെയ്യു വാ നെ ടു ക്കുന്ന 
പരമാവധി കാലാവധി എന്നിവ വ്യക്തമായി പരാമർശിക്കേണ്ട 
താണ്. നിരക്കുകൾക്ക് 31-3- 2017 വരെ സ്ഥിരതയുണ്ടായിരിക്കണം. 
ദർഘാസിന്റെ കൂടെ 200 - ന്റെ കേരള സ്റ്റാമ്പ് പേപ്പറിലുള്ള 
സമ്മതപത്രവും നിരതദ്രവ്യമായി മൊത്തം വിലയുടെ ഒരു 
ശത മാനം നിരക്കിൽ വരുന്ന തുകയ്ക്ക് പിൻ സി പ്പാൾ, 
ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, വിദ്യാനഗർ പി. ഒ . 
എന്ന പേരിൽ ഡി . ഡി . - യും അടക്കം ചെയ്യേണ്ട താ ണ് . 
നിരതദ്രവ്യം അടക്കം ചെയ്യാത്ത ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. 
കേരള സർക്കാർ സ്റ്റോർസ് പർച്ചേസ് ഡിപ്പാർട്ടുമെന്റ് മുഖേന 
രജിസ്റ്റർ ചെയ്തിട്ടുള്ള നിരതദ്രവ്യം സമർപ്പിക്കുന്നതിൽനിന്ന് 
ഒഴി വാ ക്ക പ്പെട്ടിട്ടുള്ള സ്ഥാപ ന ങ്ങൾ മതിയായ രേഖകൾ 
ഹാജരാക്കുന്നപക്ഷം നിരതദ്രവ്യം ഒടുക്കേണ്ടതില്ല . 

യാതൊരു കാരണവും ബോധിപ്പിക്കാതെ തന്നെ ദർഘാസ് 
തീയതി ദീർഘിപ്പിക്കുവാനോ റദ്ദാക്കുവാനോ ഉള്ള അധികാരം 
താഴെ ഒപ്പിട്ടിട്ടുള്ള ഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 


Cheques, D . D . or the Postal Orders etc. will not be 
accepted towards the cost of tender form . Those who 
require the tender form by post , should send an amount 
of 995 ( 50 Postal charge) by Money Order for 
application for tender form , to be sent by post , will be 
entertained only up to 9 -12 - 2016 . 

Rates and conditions for the supply of “ Lab 
Equipments” maximum period required for the delivery of 
articles should clearly be mentioned . The rates should 
remain stable till 31-3-2017. 

Every Tender should be accompanied by an 
agreement ( Appendix X of SPM ) in Kerala Stamp Paper 
worth 200 and an E . M . D . of 1 % of the quoted value 
in the form of D . D . in favour of the Principal, Government 
College, Kasaragod . 

Tender without E . M. D . will be rejected, but will be 
entertained from the firms which are exempted from 
furnishing E . M . D . on production of clear documentary 
- evidence . 

The undersigned reserves the right to extend , cancel 
or reject the tenders without assigning any reason 
- thereof. 


Government College , 
Kasaragod . 


( Sd.) 
Principal. 
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Fire and Rescue Services Department 


Notice inviting e - Tender for the purchase of 4 Nos. of 
Self Contained Underwater Breathing Apparatus Set (SCUBA set with spare cylinder ) 


No. C - 3922/2016 . 

16th November 2016 . 
e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with 
adequate stock and spares and repair capabilities for the supply of 4 Nos. of SCUBA Set with spare cylinder as per the 
specifications of this department. The tender is to be submitted as e - tenders through https :// etenders .kerala . gov.in Since 
this is an e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate 
(DSC ) can participate in the tender. 

e - Tender document and other details can be obtained from the above e -portal 
The tender has two parts 

1. Technical bid 

2. Financial bid ( BOQ) 
Tender No. with PAC - KFRS-DOPKD -e - Tender No. 1/2016 - 17 — 24 , 00 ,000 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD. To be furnished as bank guarantee of a 
scheduled bank . 

Cost of e - Tender (online submission ) 3,600 + VAT @ 5 % . 
Date and time of opening of e -tender : 

1. Technical bid - 19 - 12 -2016 , 4 p . m . 

2. Financial bid — 21- 12 -2016 , 11 a . m . 
Last Date and time of Pre bid meeting - 1-12 -2016 , 11a. m . 
Closing date and time of e- tender - 16 - 12 -2016 , 4 p . m . 
Last date and time of receipt of e -tender — 16 - 12 -2016 , 4 p. m . 
Date of Sample Verification — 20 - 12 - 2016 , 11 a .m . 
Date up to which the rates are to remain firm for acceptance — 31 -3 -2017 . 
Period of supply — Within 30 days of receipt of supply order. 


The bidder desiring to take part in the bid shall log into https://etenders .kerala. gov. in/ and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options- State bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https:// etenders .kerala , gov.in / 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure, the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Divisional office 
Palakkad, on the date prescribed , with the sample of SCUBA Set with spare Cylinder ( Complete items as mentioned in 
the specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories 
for testing and verification . 

The price of the e -tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . 
The tender has two covers 

• Technical cover 
• Financial cover 
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The first cover ie : the technical cover shall be uploaded with the following document 
1 . Scanned copy of complete specifications of the product along with diagrams intended to supply. 

The Bidder should prepare the specification compliance statement in the following proforma and upload it 
duly signed. The Specification Compliance Statement should contain all the details in the Departmental technical 
specifications and the compliance to the same to be properly marked and deviation , if any, shall be marked in the 
compliance statement. 
Specification Compliance Statement for Self Contained Underwater Breathing Apparatus Set 

(SCUBA set with spare cylinder ) 


No. 


Details of Departmental 
Technical Specification 


Details of the 
product offered 


Deviation from Departmental 
Technical Specification , 

if any 


200 


2. 
3. 
4. 


Scanned copy of the agreement in the prescribed format in Kerala Stamp paper worth 
Brochure of the product intended to supply . 
Work experience certificate or other relevant details . 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth " 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partner /s or any of his 
directors in connection with fabrication / supply of similar product made earlier to this Department. 


I, ................ .... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted 
and pending trial at Court against me, any of my partner/s or any ofmy directors , in connection with fabrication / 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government agencies / PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any . 
They can clarify their doubts by sending an e -Mail to dopkd . frs @ kerala . gov .in and by contacting 
The Divisional Officer, Fire and Rescue Services , Palakkad in phone number 09497920106 


Tender Opening and evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and 
accessories for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e -tender. 

(c ) Sample of SCUBA Set with spare cylinder (Full Set) should be produced before the Committee for Technical 
Evaluation , which would be subjected to test by the departmental personnel. The final selection will be done after 
considering the report of the testing team only. 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers/ suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee ( Finance ) for consideration . 
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The bidder should upload the supporting documents along with the Technical cover . 


(g ) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
· 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers/Photograph of the item intended to supply shall 
be produced before the undersigned soon after the Financial Bid opening . 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e- tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 

(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , at any 
stage of tendering , is solemnly vested with the Divisional Officer, Fire and Rescue Services , Palakkad or a committee 
appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala/ Store Purchase Manual, Government 
of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of the tender, he / 
she can send email to dopkd. frs @ kerala .gov. in or fax to 0491-2505758. 

Details with respect to the e- tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https// etenders kerala . gov . in . 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


CONDITIONS 


1. 


Whether samples are 
essential 


Pamphlets, Photograph , Drawings CD etc . should be 
forwarded along with the tender. 


- 


Within 30 days from receipt of supply order. 


3. 


– 


f.o.r., Palakkad . 


Period within which goods should 
be delivered 
Rates should be quoted including 
all taxes and transportation charge , 
and rate of AMC 
Payment 


4 . 


100 % Payment against delivery at Palakkad and acceptance by an 

acceptance committee . 


5. 


Other Special Conditions 


1. 


A warranty of 24 months from the delivery of the item . 


EMD 1 % of PAC in online payment. 


Security Deposit 5 % of total contract amount to be furnished 
as mentioned in the notice inviting e - Tender, which will be 
released after the expiry of the warantee period . 
Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this tender. 
Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified . 


Full stock /spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department. 


7. 


Tenderer must submit a certified copy of its latest income tax 
clearance certificate (ITCC ) 
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AGREEMENT 
Articles of agreement executed on this the ............... day of.......... 
.... ....beteween the Governor of Kerala (hereinafter référred to as “ the Government” ) of the one part and 
Shri..... 

.........(H . E . name and address of the tenderer) (hereinafter referred to as 
“ the bounden ” ) of the other part. 


WHEREAS in response to the Notification No. ........... .......dated ...................... the bounden has submitted to the 
Government a tender for the . 

...........Specification therein subject to the terms and conditions 
contained in the said tender . 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII 


WHEREAS the bounden has also deposited with the Government a sum of . ... .... 

[ . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . as 
earnest money for execution of an agreement undertaking the due fulfillment of the contract incase his tender is 
accepted by the Government. 


NOW THESE PRESENTS WITNESS AND IT IS HEREBY MUTUALLY AGREED AS FOLLOWS: 


for 


1. In case the tender submitted by the bounden is accepted by the Government and the contract 

..........is awarded to the bounden , the bounden shall within ....... ......days of acceptance of 
his tender execute an agreement with the Government incorporating all the terms and conditions under 
which the Government accepts his tender. 


In case the bounden fails to execute the agreement as aforesaid incorporating the terms and conditions 
governing the contract, the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest money deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 
bounden and his properties movable and immovable under - the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit. 


In witness whereof Shri. ............ 

............(H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri. ......... 

..............Bounden have hereunto set their hands 
the day and year shown against their respective signatures . 


Signed by Shri.. 


......(date )... 


In the presence of witnesses : 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


Signed By Shri. 


.....(date )... 


In the presence of witnesses : 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 
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TECHNICAL SPECIFICATION FOR SELF CONTAINED UNDERWATER BREATHING APPARATUS SET 
The self- contained underwater breathing apparatus (SCUBA ) proposed is for carrying out under water diving. 
The complete set is to be certified to EN250. 


GENERAL 


The apparatus should be rugged , lightweight suitable for carrying by a single person . The set should have its 
standard and optional equipments and should comprise of following . 


(a) Compressed air cylinder - Cylinder with valve. 

• The set should be of Robust design , made of non - corrosive material, suitable for demanding environments. 
• It should be perfectly balanced under water. 
• It should allow safer access to confined spaces and shall be of minimum resistance in current water. 
• Quick attachment/removal of cylinder to harness or BC should be facilitated . 


(b ) The regulator should be protected properly and positioned for the easy handling of the diver. 
(c) Full Face mask with breathing/demand valve. 

• The Full Face Mask shall consist of a balanced breathing valve with high air flow capacity and breathing 

resistance must be as low as possible whilst the equipment must have sufficient capacity to cater for even 
an extremely hard work rate . 
The visor should reduce the positive buoyancy generated from air inside the mask and should prevent 

re - inhalation . 
• Quick release attachment should be provided for the facemask . 
• The set should have a clear wide vision full-face mask 
• The head straps provided should be in good quality and form an effective seal on to the face. 

• The Full Face Mask should be designed in such a way to drain the water fillings easily. 
(d ) Regulator unit . 

Regulators should be balanced type , having high flow capacity and design should ensure that the intermediate 
pressure leading to the breathing valve is stable and is not affected by pressure variations in the air supply at 
depth of the dive . They should have convenient air supply connections for buoyancy compensating jacket 
and Octopus breathing valve . 
• A dependable warning system (that may be vibration , visual, computerised , audible or mechanical) which 

will alert the diver prior to 10 min before the cylinder goes empty, should be provided . This warning 
system should be incorporated with the SCUBA set, warning system shall be tested along with the 
SCUBA set by a team of departmental personnel. Only those sets which proved the efficiency in 

performance during this test will be considered for the further tender evaluation processes. 
• A good quality dive watch should be supplied with each SCUBA set 

At any stage of operation , there should not be any blocking of air supply and Continuous Air supply 

should be available throughout the operation . 
(0) Buoyancy Compensating Device 

• The Primary design of BCD should allow a diver to maintain neutral buoyancy throughout the dive. 

The BCD Harness system should provide the Divers and nearby divers an Emergency Air Source of 
supply as the Divers can breathe from the BCD itself . In addition it should also act as a life jacket/ 
flotation device on surface for the Divers waiting for pick up /unconscious on surface . 
Reserve Air Cylinder (Spare Air ) with built - in regulator system should be provided for emergency 
escape purpose . 
Pressure gauge , depth gauge and compass should be provided , and must be positioned in such a way 
that , it is easily visible to the diver. 
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Dimensions: 
Nominal capacity of set 
Charging pressure . 
Test Pressure 
Capacity of set after charging . 
Total Weight of set on surface 
Accessories : 


8 - 12 litres 
Not Less than 200 Bar. 
Not Less than 350 Bar. 
2400 litres minimum 
Not more than 30kgs. 


58 


Sl. 
No 


Item 


Specification 


Quantity 


01 


Spare Cylinder 


Same as the Main Cylinder used in the BCD . 


1No. (for Single Cylinder) 


2 Nos . 


( for Twin Cylinder) 


02 


Diving Suit 


Neoprene Full Suit along with Hood 3mm 


1 Set 


03 


Boots , Fins and Gloves 


1 Pair 


5mm neoprene Boots, Adjustable Rubber fins & 3mm 
Gloves (Kevlar/rubber grip on palm ) 


04 


Life Line 


1 No. 


05 


Diving Knife 


1 No . 


Marine Rope 30meter, 8mm with Securing hooks / 
Carabiner at both ends. 
Made of Marine Grade Stainless Steel, having One 
Cutting Edge and One Saw Edge , with Quick Release 
Buckle and Strap 
Light weight, Silicone Strap with perfect sealing 
LED - 1000 Lumen - Compact and Powerful, Anodised 
Aluminium Body, Powered by Cells, One hand operated 
Mechanical Switch , with clip on holder 


06 
07 


Half Face Mask 
Under water Torch 


1No. 
1No. 


INo 


08 
09 
10 


1 Set. 


Hanger for BCD 
Tool Kit 
“ O ’- Ring Kit 
Carrying Case 
Diver’s Weight 
Weight Belt 
Spare Air 


Maintenance Tool Kit 
For BCD , Regulator & Tank 
FRP , Trolley Type 
Divers ’ Lead Weight 1Kg. & 2Kg. 
Diver ’s Weight Belt 
With breathing regulator unit and accessories like refilling 
adaptors etc . ( Approx . 80 litres) 


1 Set ( Each ) 
1 No. 
2 Nos. (Each ) 
1 No. 
1 No . 


13 
14 


Diving suit, Boots, Fins, Gloves, Diving Knife, Half face mask , spare air and under water torch should have 
relevant EN approval/ standards as applicable . 


Documents : 


The following documents are to be produced : 


(a ) General arrangement drawing giving overall and all important dimension and with sufficient details so that all 

standard equipment can be identified . 
(b ) Operational Manual giving details of maintenance and repair instructions. 
(c ) Test report of Cylinder, along with inspection certificate. 
Selection : 

* * Sample SCUBA SET ( Full Set) should be produced before the Committee for Technical Evaluation , which should 
be subjected to test by the departmental personnel. SCUBA sets having slight variations from the above parameters will 
also be considered for the test , but final selection will be done as per the report of the testing team . 
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e - Tendering System Government of Kerala 

Tender Details 


19th November 2016 . 


Basic Details 
Organisation Chain 


Kerala Fire and Rescue Services , Headquarters Fire and Rescue Divisional Office Palakkad 


KFRS- DOPKD - E - TENDER NO -01/2016 - 17 /SN 


Tender Reference 
Number 


Tender Id 


Tender Type 


2016 _ FRS _ 87041_ 1 
Open Tender 
Goods 


Form of contract 


Supply 


Tender Category 


No. of Covers 


No 


No 


General Technical 
Evaluation Allowed 


Itemwise Technical 
Evaluation Allowed 


Payment Mode 


Online 


No 


Is Multi Currency 
Allowed For BOQ 


Is Multi Currency 
Allowed For Fee 


Payment Instruments 


Cover Details, No. of Covers- 2 


Cover 
No. 


Cover 


Document Type 


Description 


Online S. No. Bank Name 
Bankers 

1. SBT Bank 
2 SBT NEFT/RTGS 


Fee / PreQual/ 
Technical 


Technical 
Specification of the 
item along with 
diagrams 


.pdf 


.pdf 


Agreement in 
· 200 Kerala Stamp 
Paper 


. pdf 


.pdf 


Brochure /Pamphlet 
of the Product 
Work experience 
certificate or other 

relevant details 
Scanned copy of 
declaration of 
bidder on Kerala 
Stamp Paper worth 
Rs . 200 in 
prescribed format 


.pdf 


.pdf 


Certified copy of 
latest Income Tax 
clearance 
certificate of the 
firm 


2 


Finance 


nce 


Xls 


BOQ 
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Tender Free Details , [ Total Free (INR)* -3,780 ] 


EMD Fee Details 


Tender Fee (INR ) 


3,780 


24 ,000 


Yes 


EMD Amount 
( INR) 


EMD Exemption 
Allowed 


Fee Payable To 


online Fee Payable At online 


EMD Fee Type 


percentage 


EMD Percentage 


1.0 % 


EMD Payable To 


online 


EMD Payable At 


online 


Tender Fee 
Exemption 
allowed 


Yes 


Work / item (s) 


Title 


Purchase of 4 Nos. of SCUBA SET with spare cylinder 


Work Description 


Purchase of 4 Nos. of SCUBA SET with spare cylinder 


Please refer Tender documents . 


Pre Qualification 
Details 


Independent External NA 
Monitor 


INR 24 ,00 ,000 


Equipments 


SCUBA SET 


Tender Value 
Contract Type 


Product Category 
Bid Validity (Days ) 


270 


Sub category 
Period of 
Work (Days) 


Location 


Palakkad 


Pincode 


678 001 


Pre Bid Meeting 


Divisional Office , 


Place 


Palakkad 


Pre Bid Meeting 


Pre Bid Meeting Date 1 -Dec -2016 


Divisional office, 
Services Palakkad 


11 a .m . 


Critical Dates 


Publish Date 


16 -Nov.- 2016 , 4 .00 p .m . 


Bid Opening Date 


19 -Dec.-2016 4.00 p .m . 


Document Download /Sale Start 


16 -Nov.-2016 , 4 .5 p .m . 


Document Download/Sale End 16 -Dec .-2016 4 .00 p .m . 


Date 


Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


16 -Nov.- 2016 , 4 : 10 p.m . 


Bid Submission End Date 


16 -Dec.-2016 4.00 p.m . 
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Bid Openers List 


S. 
No. 


Bid Opener Name 


Bid Opener Designation 


Bid Opener Login Id 


Divisional Officer 


1 
2 
3 
4 


Mr. Arunkumar Ramaswamy Achary 
Mr. Madhu, G. 
Mr. Suresh , C . V. 
Mr. Renjith , P. 


Senior Superintendent 
Station Officer Motor Transport 
Assistant Divisional Officer 


arundopkd @ gmail .com 
madhumashrohini @ gmail. com 
cvsureshpkd @ gmail.com 
renjithsto @ gmail.com 


Tender Documents 


NIT 


Document 
Size (in KB ) 


Document 


S. No. 


Document Name 


Description 


NIT .pdf R 


131.87 


Notice inviting tender for purchase of 
4 Nos. of SCUBA Set with spare cylinder 


S. No . Document Name 


Document Type 


Work Item 
Documents 


Description 


Documents 
Size ( in KB ) 


Specification .pdf R 


Additional Documents 


Specification 


110 .71 


Agreement .pdf R 


Additional Documents 


Agreement 


334.54 


Condition .pdf R 


Additional Documents 


47.06 


Conditions 
Superscription 


Additional Documents 


57 .29 


Superscription .pdf R 
BOQ 104598 . X / SR 


BOQ 


BOQ 


280 .00 


Tender Inviting Authority 


Name 
Address 


Divisional officer 
Divisional office , Fire and Rescue Services Palakkad 


Tender Creator Details 


Created By 
Designation 
Created Date 


Renjith , P. 
Assistant Divisional Officer 
16 -Nov.-2016 12. 20 p.m . 


Divisional Office, 
Fire and Rescue Services , 
Palakkad . 


(Sd .) 
Divisional Officer. 
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Notice Inviting e- Tender for the purchase of 01 No. of 

Air Compressor ( Petrol Driven ) 


No. C -3922/ 16 . 


16th November 2016 . 


e- Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 1 No. of AIR COMPRESSOR (PETROL DRIVEN ) as per the 
specifications of this department. The tender is to be submitted as e -tenders through https://etenders.kerala .gov. in Since 
this is an e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate 
(DSC ) can participate in the tender. 


E - Tender document and other details can be obtained from the above e -portal 
The tender has two parts 


1. Technical bid 

Financial bid (BOQ ) 
Tender No. with PAC - KFRS -DOPKD -e - Tender No. 2 /2016 - 17 — 3 ,00 ,000 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD. To be furnished as bank guarantee of a 
scheduled bank . 

Cost of e-Tender (online submission )— 600 + VAT @ 14 .5 % . 
Last date and time of Pre bid meeting - 1 - 12 - 2016 , 11 a . m . 
Last date and time of closing of e-tender - 16 -12 - 2016 , 4 p . m . 
Last date and time of receipt of e-tender - 16 -12-2016, 4 p . m . 
Date of Sample Verification — 20- 12 - 2016 , 11 a.m . 
Date and time of opening of e-tender: 

1. Technical bid - 19 - 12 -2016 , 4 p . m . 

2 . Financial bid — 21- 12 - 2016 , 11 a . m . 
Date up to which the rates are to remain firm for acceptance — 31- 3-2017. 
Period of supply — Within 30 days of receipt of supply order . 


The bidder desiring to take part in the bid shall log into https://etenders kerala. gov.in / and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options - State bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https :// etenders .kerala .gov.in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical and financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure , the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Divisional Office , 
Palakkad , on the date prescribed , with the sample of Air Compressor ( Petrol Driven ) (Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 

The price of the e- tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only. 
The tender has two covers 


• 
• 


Technical cover 
Financial cover 
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The first cover ie . the technical cover shall be uploaded with the following document 
1. Scanned copy of complete specifications of the product along with diagrams intended to supply. 

The Bidder should prepare the specification compliance statement in the following proforma and upload it 
duly signed . The Specification Compliance Statement should contain all the details in the Departmental technical 
specifications and the compliance to the same to be properly marked and deviation , if any, shall be marked in the 
compliance statement. 

Specification Compliance Statement for 

Air Compressor ( Petrol Driven ) 


Si. 


No . 


Details of Departmental 
Technical Specification 


Details of the 
product offered 


Deviation from Departmental 
Technical Specification , 

if any 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp paper worth · 200 
3. Brochure of the product intended to supply . 
4. Work experience certificate or other relevant details . 


5. 


Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth " 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him /his partner /s or any of his 
directors in connection with fabrication / supply of similar product made earlier to this Department. 


I, ................... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted 
and pending trial at Court against me, any of my partner/s or any of my directors , in connection with fabrication / 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government agencies/ PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional office Palakkad on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any . 
They can clarify their doubts by sending an e -Mail to dopkd . frs @ kerala . gov . in and by contacting 
The Divisional Officer, Fire and Rescue Services, Palakkad in phone number 09497920106 . 


Tender Opening and evaluation 

( a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e - tenders , the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e -tender. 

(c ) Sample of Air Compressor (Petrol Driven ) should be produced before the Committee for Technical Evaluation , 
which would be subjected to test by the departmental personnel. The final selection will be done after considering the 
report of the testing team only. 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical Specification . 
Only those tenders which comply the Departmental Technical Specifications will be considered for subsequent financial 
evaluation . 


( e) The financial bid belonging to those dealers /suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 
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(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm will 
be evaluated by the Divisional Office Committee ( Finance ) for consideration. 

The bidder should upload the supporting documents along with the Technical cover 


(g ) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
200 , the declaration on Kerala Stamp Paper worth 200 and Brouchers /Photograph of the item intended to supply shall 
be produced before the undersigned soon after the Financial Bid opening . 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e -tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , at any 
stage of tendering , is solemnly vested with the Divisional officer, Fire and Rescue Services Palakkad or a committee 
appointed by him . 


The rules and regulations prescribed for e - tenders by the Government of Kerala /Store Purchase Manual, Government 
of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of the tender , he/ 
she can send email to dopkd .frs @ kerala .gov.in or fax to 0491 -2505758 . 


Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https//etenders kerala. gov. in 


Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Palakkad District Court . 


CONDITIONS 


Whether samples are 
essential 


Pamphlets, Photograph , Drawings CDS etc . should be 
forwarded along with the tender. 
Within 30 days from receipt of supply order. 


3. 


Period within which goods should 
be delivered 
Rates should be quoted including 
all taxes transportation charge 
and rate of AMC 
Payment 


– 


f.o.r., Palakkad . 


4. 


100 % Payment against delivery at Palakkad and acceptance by an 

acceptance committee . 


5 . 


Other Special Condition 


1. 
2. 


o 


A warranty of 24 months from the delivery of the item . 
EMD 1 % of PAC in online payment. 
Security Deposit 5 % of total contract amount 
to be furnished e - Tender, which will be released after the 
expiry of the warantee period . 
Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this Tender . 
Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified . 
Full stock /spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department. 
Tenderer must submit a certified copy of its latest income tax 
clearance certificate (ITCC ) 


7 . 
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AGREEMENT 
Articles of agreement executed on this the ...............day of... ........ 
........ beteween the Governor of Kerala (hereinafter référred to as “ the Government” ) of the one part and 
Shri... 

........( H . E . name and address of the tenderer ) (hereinafter referred to as 
“ the bounden ” ) of thé other part. 


WHEREAS in response to the Notification No. ........... .......... dated ... ....................the bounden has submitted to the 
Government a tender for the. 

......Specification therein subject to the terms and conditions 
contained in the said tender. 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIII 


WHEREAS the bounden has also deposited with the Government a sum of .... 

. . . . . . . . . as 
earnest money for execution of an agreement undertaking the due fulfillment of the contract in case his tender is 
accepted by the Government. 


NOW THESE PRESENTS WITNESS AND IT IS HEREBY MUTUALLY AGREED AS FOLLOWS: 


1. In case the tender submitted by the bounden is accepted by the Government and the contract 

for .. ....... ...........is awarded to the bounden , the bounden shall within ................days of acceptance of 
his tender execute an agreement with the Government incorporating all the terms and conditions under 
which the Government accepts his tender. 


In case the bounden fails to execute the agreement as aforesaid incorporating the terms and conditions 
governing the contract , the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest money deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 
bounden and his properties movable and immovable under the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit . 


In witness whereof Shri ......... 

........( H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri ..... 

. .............Bounden have hereunto set their hands the 
day and year shown against their respective signatures. 


Signed by Shri.. 


..............(date )..................... 


In the presence of witnesses : 


2 . ................. ..................... ........ 


Signed By Shri.... 


...........( date ).. 


In the presence of witnesses : 
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TECHNICAL SPECIFICATION — AIR COMPRESSOPR ( PETROL DRIVEN ) 


The compressor should be a Fully High Pressure Air Cooled Breathing Air Compressor used for 
re- filling/re - charging of air cylinders for SCBA Sets, SCUBA sets and Water Mist Systems at a pressure of 200 & or 300 
bar. The compressor will be a multi- stage unit with free air delivery of 100 LPM for standard filling norm 0 to 200 bar. The 
compressor should be provided with air intake filter, inter coolers, after cooler and final pressure safety valve. 


Detailed Specifications will be as follows:- Free Air Delivery : 100 liters per minute ( for standard filling norm ). 
Operating Pressure : 300 and 200 Bar. No. of Stages (Compressor) : 4 , Drive : V. Belt, PrimeMover : HONDA Make 
Petrol Engine or Similar brand. Type of Lubrication : Splash Type. Filling Connection : One -Meter long hose with filling 
adapter for 300 bar (DIN type) with special provision so that it can be used to refill 200 Bar Cylinders (DIN & INT) also . 
The machine shall be worked in reduced noise level. Engine shall have auto stop feature, digital hour meter, stainless steel 
frame for increased durability. 


Compressor system . — The compressor will be a Multi Stage Air -cooled High Pressure Compressor with inter cooler 
between stages and after -cooler after final stage , safety valve etc . The air should be sucked in via a suction filter to 
remove dust particles in air and then it should be compressed in the compressor . After compression , the moisture should 
be separated and air should be filtered in the main filter cartridge to remove all impurities to make it suitable for breathing 
and water mist systems. 


Toolkit /oil and instructions. — Necessary tool kit for compressor along with first fill of Oil and Operating manual 
should be supplied with the compressor. 


Approvals. - Air Quality should be as per EN 12021 or equivalent breathing air quality standards 


Spare parts / Consumable. — 1 suction filter element, 2 main filter cartridges and 1 oil refill to be supplied with the 
compressor :. 


Warranty . — Compressor should be supplied with warranty against manufacturing defects for 24 months from date 
of commissioning . 


Support and after Sales Service. — Supplier should be experienced in field of supply of such compressors and 
should provide free commissioning at site and training of the operators on use & operation of the compressor, trouble 
shooting and normal maintenance of the compressor. The supplier will be responsible for free checkups of the machine 
during warranty period. Post warranty period , the supplier will have to provide after sales service of all types. 
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e - Tendering System Government of Kerala 

Tender Details 


19th November 2016 , 5.8 p.m . 


Basic Details 


Organisation Chain 


Kerala Fire and Rescue Services Headquarters 11 Fire and Rescue Divisional Office Palakkad 


KFRS -DOPKD - E - TENDER No . 2/2016 -17/SN 


Tender Reference 
Number 


Tender Id 


2016 FRS _ 87041_ 1 
Open Tender 


Form of contract 


Supply 


Tender Type 
Tender Category 


Goods 


No. of Covers 


No 


No 


General Technical 
Evaluation Allowed 


Itemwise Technical 
Evaluation Allowed 
Is Multi Currency 
Allowed For BOQ 


Payment Mode 


Online 


No 


Is Multi Currency 
Allowed For Fee 


Payment Instruments 


Cover Details, No . of Covers — 2 


Cover 


Cover 


Document Type 


Description 


No. 


Online S. No Bank Name 
Bankers 

1 SBT Bank 
2 SBT NEFT/RTGS 


Technical 


Fee/PreQual/ 
Technical 


.pdf 


Specification of the 
item along with 
diagrams 


.pdf 


Agreement in 
Rs. 200 Kerala Stamp 
Paper 


.pdf 


.pdf 


Brochure /Pamphlet 
of the Product 
Work experience 
certificate or other 
relevant details 


.pdf 


Scanned copy of 
declaration of 
bidder on Kerala 
stamp paper worth 
Rs 200 in 
prescribed format 
Certified copy of 
latest income tax 
clearance 
certificate of the 
firm 


.pdf 


2 


Finance 


BOQ 
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Tender Free Details [ Total Fee (INR )* -687 ] 


EMD Fee Details 


Tender Fee ( INR ) 


687 


3 ,000 


Yes 


EMD Amount 
( INR ) 


EMD Exemption 
Allowed 


Fee Payable To 


online 


Fee Payable At online 


percentage 


EMD Percentage 


1.0 % 


EMD Fee Type 
EMD Payable To 


online 


EMD Payable At 


online 


Tender Fee 
Exemption 
allowed 


Yes 


Work /item (s) 


Title 


Purchase of 1 No. Aircompressor (Petrol Driven ) 


Work Description 


Purchase of 1 No . Aircompressor (Petrol Driven ) 


Please refer Tender documents . 


Pre Qualification 
Details 


Independent External NA 
Monitor 


Tender Value 


INR 3, 00, 000 


Product Category 


Equipments 


Sub category 


Air compressor 
(Petrol driven ) 


20 


Contract Type 


Tender 


Bid Validity (Days ) 


270 


Period of 
Work (Days ) 


Location 


Palakkad 


Pincode 


678001 


Pre Bid Meeting 
Place 


Divisional Office , 
Palakkad 


Bid Opening Place 


Palakkad 


Pre Bid Meeting 
Address 


Pre Bid Meeting Date 1-Dec - 2016 , 

11.00 AM 


Divisional office , 
Fire and Rescue 
Services 
Palakkad -678001 


Critical Dates 


Publish Date 


16 -Nov.- 2016 , 4 p . m . 


16 -Nov .-2016 , 4 .5 p . m . 


Document Download / Sale Start 
Date 


Bid Opening Date 

19 -Dec.- 2016 , 4 p . m . 
Document Download/Sale End 16 -Dec .-2016 , 4 p . m . 
Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


16 -Nov.-2016 , 4 . 10 p.m . 


Bid Submission End Date 


16 -Dec. 2016 , 4 p . m . 
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Bid Openers List 


S. Bid Opener Name 


Bid Opener Designation 


Bid Opener Login Id 


No. 


1 


Mr. Arunkumar Ramaswamy Achary 


arundopkd @ gmail.com 


Divisional Officer 
Senior Superintendent 


) 


madhumashrohini @ gmail.com 


2 
3 
4 


Mr. Madhu , G . 
Mr. Suresh , C . V. 
Mr. Renjith , P. 


Station Officer Motor Transport 
Assistant Divisional Officer 


cvsureshpkd @ gmail .com 
renjithsto @ gmail.com 


Tender Documents 


NIT 


Document 


S. No. 


Document 
Size (in KB) 


Document Name 


Description 


NIT1 . .pdfA 


131.65 


Notice inviting tender for the purchase of 
1 No. of Air Compressor (Petrol Driven ) 


S. No. Document Name 


Document Type 


Description 


Work Item 
Documents 


Documents 
Size ( in KB ) 


Specification .pdf A 


Additional Documents 


Technical Specification 


68.0 


2 


Agreement .pdf A 


Additional Documents 


Agreement 


334 .54 


Condition .pdf A 


Additional Documents 


Conditions 


47 .06 


4 


Superscription .pdf A 


Additional Documents 


Superscription 


57.29 


BOQ 104623 .xlsA 


BOQ 


BOQ 


280 . 0 


Tender Inviting Authority 


Name 
Address 


Divisional officer 
Divisional office, Fire and Rescue Services Palakkad -678 001 


Tender Creator Details 


Created By 


Renjith , P. 


Assistant Divisional Officer 


Designation 
Created Date 


16 -Nov -2016 1.22 p. m . 


Divisional Office, 
Fire and Rescue Services , 
Palakkad. 


( Sd .) 
Divisional Officer. 
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Notice Inviting e - Tender for the purchase of 01 No. of 
Rubber Dinghy and Accessories (Out Board Engine 25 Hp) 


No. C -3922 / 15. 


16th November 2016 . 


e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with 
adequate stock and spares and repair capabilities for the supply of 1 No. of Rubber Dinghy and Accessories 
( Out Board Engine 25 Hp) as per the specifications of this department. The tender is to be submitted as e-tenders 
through https ://etenders.kerala . gov. in Since this is an e -tender, only those bidders who have enrolled in the above portal 
with their own Digital Signature Certificate (DSC ) can participate in the tender. 


e - Tender document and other details can be obtained from the above e -portal 


The tender has two parts 

1. Technical Bid 
2 . Financial Bid (BOQ ) 
Tender No. with PAC - KFRS- DOPKD - E - TENDER No. 3/2016 -17 , ` 5,00,000 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD . To be furnished as bank guarantee of a 
scheduled bank . 

Cost of e - Tender ( online submission ) 1,000 + VAT @ 5 % . 
Last Date and time of Pre bid meeting — 1-12-2016, 11 a. m . 
Closing date and time of e- tender — 16 - 12 -2016 , 4 p. m . 
Last date and time of receipt of e- tender - 16 -12 -2016 , 4 p . m . 
Date of Sample Verification — 20 -12-2016 , 11 a . m . 
Date up to which the rates are to remain firm for acceptance31-3 - 2017 . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https ://etenders .kerala .gov.in /and then select tender 
and make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options - State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https :// etenders .kerala, gov . in / 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical and financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure , the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Divisional office 
Palakkad , on the date prescribed , with the sample of Rubber Dinghy and Accessories (Out Board Engine 25 Hp) 
(Complete items as mentioned in the specification ), necessary documents and presentations on all the technical aspects 
of the equipment and accessories for testing and verification . 

The price of the e-tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . 
The tender has two covers 
• Technical cover 
• Financial cover 
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The first cover ie. the technical cover shall be uploaded with the following document 

1. Scanned copy of complete specifications of the product along with diagrams intended to supply. 

The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental technical specifications 
and the compliance to the same to be properly marked and deviation , if any, shall be marked in the compliance statement. 


Specification compliance statement for 
Rubber dinghy and accessories (Out Board Engine 25 Hp) 


No . 


Details of Departmental 
Technical Specification 


Details of the 
product offered 


Deviation from Departmental 
Technical Specification , 

if any 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply . 
4 . Work experience certificate or other relevant details . 


5. 


Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him /his partner /s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


I, ................... (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted 
and pending trial at Court against me, any of my partner s or any of my directors, in connection with fabrication/ 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government Agencies/PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any . 
They can clarify their doubts by sending an e -Mail to dopkd . frs @ kerala . gov .in and by contacting 
The Divisional Officer, Fire and Rescue Services, Palakkad in phone number 09497920106 


Tender Opening and Evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and 
accessories for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e -tenders , the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e - tender. 

(c) Sample of RUBBER DINGHY AND ACCESSORIES (OUT BOARD ENGINE 25 Hp) should be produced 
before the Committee for Technical Evaluation , which would be subjected to test by the departmental personnel. The final 
selection will be done after considering the report of the testing team only. 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

( e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire and Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee ( Finance ) for consideration . 
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The bidder should upload the supporting documents along with the Technical cover. 


( g) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
* 200 , the declaration on Kerala Stamp Paper worth 200 and Brouchers/Photograph of the item intended to supply shall 
be produced before the undersigned soon after the Financial Bid opening . 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e- tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason, at any 
stage of tendering, is solemnly vested with the Divisional Officer, Fire and Rescue Services Palakkad or a committee 
appointed by him . 


The rules and regulations prescribed for e -tenders by the Government of Kerala /Store Purchase Manual, Government 
of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of the tender, 
he/she can send email to dopkd. frs @ kerala. gov. in or fax to 0491- 2505758 . 


Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https// etenders kerala . gov. in . 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


CONDITIONS 


1. 


Whether samples are 
essential 


Pamphlets , Photograph , Drawings , CDS etc . should be 
forwarded along with the tender. 


Within 30 days from receipt of supply order. 


Period with in which goods should 
be delivered 


– 


f.o .r., Palakkad. 


Rates should be quoted including 
all taxes transportation charge , 
and rate of AMC 
Payment 


4 . 


100 % Payment against delivery at Palakkad and acceptance by an 

acceptance committee 


5 . 


Other Special Conditions 


1. 


A warranty of 24 months from the delivery of the item . 
EMD — 1 % of PAC in online payment. 
Security Deposit — 5 % of total contract amount to be 
furnished as mentioned in the notice inviting e - Tender, 
which will be released after the expiry of the 
warantee period . 
Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this Tender. 
Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified . 
Full stock / spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department. 
Tenderer must submit a certified copy of its latest Income Tax 
Clearance Certificate (ITCC ) 


5 . 


7. 
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AGREEMENT 
Articles of agreement executed on this the . .... .......... day of..... 
........between the Governor of Kerala (hereinafter référred to as “ the Government” ) of the one part and 
Shri............. 

..............(H .E . name and address of the tenderer ) (hereinafter referred to as 
“ the bounden ” ) of thé other part. 


WHEREAS in response to the Notification No. ............ ........ dated ........ .... ....the bounden has submitted to the 
Government a tender for the.. . .. ... ... . 

......Specification therein subject to the terms and conditions 
contained in the said tender; 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


IIIIIIIIIIIIIIIIIIIIIIIII . 


WHEREAS the bounden has also deposited with the Government a sum of ... 

.... . . . . . . . as 
earnest money for execution of an agreement undertaking the due fulfillment of the contract incase his tender is 
accepted by the Government. 


NOW THESE PRESENTS WITNESS and it is hereby mutually agreed as follows: 


for ........ 


1. In case the tenders submitted by the bounden is accepted by the Government and the contract 

..........is awarded to the bounden , the bounden shall with ..............days of acceptance of his 
tender execute an agreement with the Government incorporating all the terms and conditions under which 
the Government accepts his tender. 


2. 


In case the bounden fails to execute the agrement as aforesaid incorporating the terms and conditions 
governing the contract , the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest mtey deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


3. All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 

bounden and his properties movable and immovable under, the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit . 


In witness whereof Shri. ...........................................(H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri. ............. 

. ................Bounden have hereunto set their hands 
the day and year shown against their respective signatures . 


Signed by Shri .. 


.. (date )...... 


In the presence of witnesses: 


.......... 


Signed By Shri.... 


..........(date )..... 


In the presence of witnesses: 
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Rubber Dinghy with OB Engine 


INFLATABLE BOAT 


The boat shall be inflatable with air pressure by foot pump and Electric pump ( 12 Volts DC /230Volt AC 
Supply ) along with necessary accessories . 


(2 ) 


The boat shall be suitable for 7 - 10 (Seven to ten ) persons, or for 2000 lbs/ 1000 Kgs. weight. 


The boat shall have reinforced strips under air chamber and keep rubbing strake for extra strength , under the 
main air chamber. 


( 4 ) 


The design of the boat shall be such that, it shall have minimum four separate air chambers. Out of which 
three air chambers shall be in main hull, and fourth air chamber, shall be in the inflatable keel . the hull, air | 
tubes ( Chambers), Keels shall be made from Hyplon with 1670 DENI the fabric to carry an approval of 
BSMA (British standard manufacture association ) 16 or IMO (International Maritime Organization ) LSA (Life 
saving Appliance ) regulation or equivalent. 


(5) 


The boat shall be provided with plastic coated Transom to form a water proof cocoon . 


The exterior size of the boat shall be min . 4200mm x 1800mm 


The interior size of the boat shall be min . 2925mm x 1000mm 


(8 ) 


The deflated size hull shall be approx 1150 ~ 650 ~ 350mm and floor board shall be 775 x 950 150mm 


The boat shall have four chambers situated at Port, Starboard, Bow and Keel. 


(10) 


The diameter of the tube shall be minimum 19 " . 


(11) 


There shall be inflatable keel of 7" diameter for stability in sea and swift water rescue. 


( 12 ) 


The seams of the boat shall be quadruple overlap 


( 13 ) 


The air valves shall be one way type of approved type and make. 


(14 ) 


There shall be 5/8 " grab line along sides for safety . 


(15 ) 


The weight of boat without floor board & OBM shall not be more than 187 lbs. 


( 16 ) 


The floor board shall be inter -locking type of polyethylene materials /marine plywood with fibre glass 
reinforced plastic coating with carry bag . 


( 17 ) 


The boat shall have round /conical pontoons for rapid planning . 


(18 ) 


There shall have built in oarlocks for easy rowing . There shall be two stainless steel “ D ” rings for rowing . 


The boat shall have four carrying handles and front lifting handle. 


(20) 


There shall be strake around hull and under keel for extra protection . 


(21) 


There shall be two layers of material on lower tubes for better abrasion and puncture resistance . 


(22) 


There shall be two self bailing drain valves. 


(23 ) 


The design of the hull shall be wide beam type for better stability . 


( 24 ) 


The boat shall be supplied with carrying bag. 
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(25) The boat shall be supplied with Bow storage bag and repair kit . 


(26 ) The boat shall have quick attachment for OBM . 


(27) There shall be two paddle provided for emergency rowing. 


(28 ) The items to be new , unused and suiting to latest design and relevant specifications. 


(29) The drawing , design, manufacturing materials and the manufacturing firms to be approved by LRS /IRS (Liyods 

Register of shipping/Indian Registered of Shipping ). 
(30 ) Approved drawing of general arrangement of boat must be enclosed with tender . 


Accessories: 

Foot Pump — 2 Nos . 
Electric Pump with necessary accessories — 1 No. 
Floor board — 1 set 
Paddle of aluminium handle and moulded plastic blades — 2 Nos. 
Anchor with rope — 1 No. 
Repair Kit consists: Rubber Patches — 10 Nos. Adhesive — 72 Kg, Roughening Tolls , — 2 Nos. Air valves — 2 Nos. 
Hose clamp — 4 Nos. OBM inpeller - 1 No. Impeller key — 2 Nos . Spark 
Plug - 2 Nos. Starting Rope — 2 Nos. OBM fuel injector kit — 1 No. Water Pump repair kit — 1 Nos . 


Out Board Engine (25HP ) 
(1) The boat shall be provided with outboard motor which can be quickly attached whenever required . 
(2) The engine of the out board motor gasoline engine of reputed brand (Honda /Suzuki/Yamaha ) 
(3) The capacity of OBM should be 25 H .P, 4 Stroke and will run with Gasoline (Petrol) 
(4) The RPM of the engine shall be 5000 -6000 or as per IRS/LRSI approval. 
(5) The engine cooling system shall be water cooled type 
(6) The Exhaust system shall through prop . Shaft. 
(7) The lubrication system shall be manual type or Better. 
(8 ) The engine and drive line shall be fitted in enclosed housing to protect from Sea/ River/Canal water 
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e Tendering System Government of Kerala 

Tender Details 


19th November, 2016 . 


Basic Details 


Organisation Chain 


Kerala Fire and Rescue Services Headquarters, Fire and Rescue Divisional Office Palakkad 


KFRS-DOPKD - E - TENDER No. 3 /2016 - 17/ SN 


Tender Reference 
Number 
Tender Id 


2016 FRS _ 87075 _ 1 
Open Tender 


Supply 


Tender Type 
Tender Category 


Form of contract 
No . of Covers 


Goods 


No 


No 


General Technical 
Evaluation Allowed 
Payment Mode 


Itemwise Technical 
Evaluation Allowed 


Online 


No 


Is Multi Currency 
Allowed For BOQ 


No 


Is Multi Currency 
Allowed For Fee 


Payment Instrunents 


Cover Details , No. of Covers — 2 


Online Sl. No. Bank Name 
Bankers 


Cover 


Document Type 


Description 


Cover 
No. 


1 
2 


SBT Bank 
SBT NEFT/RTGS 


Fee/PreQual/ 
Technical 


Technical 
Specification of the 
item along with 
diagrams 


.pdf 


. pdf 


Agreement in Rs. 
200 Kerala Stamp 
Paper 
Brochure /Pamphlet 
of the Product 


. pdf 


.pdf 


Work experience 
certificate or other 
relevant details 


.pdf 


Scanned copy of 
declaration of 
bidder on Kerala 
Stamp Paper worth 
Rs 200 in 
prescribed format 
Certified copy of 
latest Income Tax 
clearance 
Certificate of the 
firm 


.pdf 


2 


2 


Finance 


Finance 


.xls 


xls 


BOQ 
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Tender Free Details, [ Total Fee (INR)*-1,050 ] 


EMD Fee Details 


Tender Fee (INR ) 


1,050 


5,000 


Yes 


EMD Amount 
(INR ) 


EMD Exemption 
Allowed 


Fee Payable To 


Nil 


Fee Payable at 


Nil 


EMD Fee Type 


percentage 


EMD Percentage 


1.0 % 


EMD Payable To online 


EMD Payable at 


online 


Tender Fee 
Exemption 
allowed 


Yes 


Work / item (s ) 


Title 


Purchase of 1 No. Rubber dinghy and accessories (Out board engine- 25hp ) 


Work Description 


Purchase of 1 No . Rubber dinghy and accessories (Out board engine-25hp ) 


Please refer Tender documents . 


Pre Qualification 
Details 


Independent External NA 
Monitor 


Tender Value 


INR 5, 00 ,000 


Product Category 


Equipments 


Sub category 


Rubber dighy and 
accessories (Out 
Board engine 25Hp) 
30 


Contract Type 


Tender 


Bid Validity ( Days) 


270 


Period of 
Work (Days ) 


Location 


Palakkad 


Pincode 


678 001 


Pre Bid Meeting 
Place 


Divisional Office, 
Palakkad 


Pre Bid Meeting Date 1- Dec-2016 


Bid Opening Place 


Palakkad 


Pre Bid Meeting 
Address 


11.00 a . m . 


Divisional office , 
Fire and Rescue 
Services 
Palakkad -678 001 


Critical Dates 


Publish Date 


16 -Nov.-2016 , 4 .00 p . m . 


Bid Opening Date 


19 -Dec.-2016 4 .00 p.m . 


Document Download/Sale Start 


16 -Nov .- 2016 , 4 .05 p . m . 


Document Download/ Sale End 16 -Dec .-2016 4 .00 p .m . 


Date 


Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


16 -Nov.-2016 , 4.10 p. m . 


Bid Submission End Date 


16 -Dec.-2016 4 .00 p.m . 
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Bid Openers List 


S . 
No. 


Bid Opener Name 


Bid Opener Designation 


Bid Opener Login Id 


1 


Mr. Arunkumar Ramaswamy Achary 


Divisional Officer 


arundopkd @ gmail.com 


2 


Mr. Madhu , G . 


Senior Superintendent 


madhumashrohini @ gmail. com 


3. Mr. Suresh , C . V . 


Station Officer Motor Transport 


cvsureshpkd @ gmail.com 


4 


Mr. Renjith , P. 


Assistant Divisional Officer 


renjithsto @ igmail.com 


Tender Documents 


NIT 
Document 


Document 
Size (in KB ) 


S. No . 


Document Name 


Description 


NIT 1 pdf. A 


NIT 


133 .56 


S. No. Document Name 


Document Type 


Description 


Work Item 
Documents 


Documents 
Size ( in KB) 


1 


Agreement pdf R 


Additional Documents 


Agreement 


334 .54 


Condition pdf R 


Additional Documents 


Conditions 


47.06 


Specification pdf R 


Additional Documents 


Technical specification 


68. 15 


4 


Superscription pdf R 


Additional Documents 


Superscription 


58 . 17 


5 


BOQ 104638.xls R 


BOQ 


BOQ 


280 . 00 


Tender Inviting Authority 


Name 


Divisional Officer 
Divisional office , Fire and Rescue Services Palakkad -678 001 


Address 


Tender Creator Details 


Created By 
Designation 


Renjith, P. 
Assistant Divisional Officer 


Created Date 


16 -Nov -2016 , 2 .21 p. m . 


Divisional Office , 
Fire and Rescue Services, 
Palakkad . 


(Sd.) 
Divisional Officer 
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Notice Inviting e- Tender for the purchase of 1 No. of 

Inflatable Tower Light 


No . C - 3922/ 16 /2016 . 


16th November 2016 . 


e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with 
adequate stock and spares and repair capabilities for the supply of 1 No. of Inflatable Tower Light as per the 
specifications of this department. The tender is to be submitted as e -tenders through https ://etenders.kerala .gov.in Since 
this is an e- tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate 
(DSC ) can participate in the tender. 
E - Tender document and other details can be obtained from the above e -portal 

The tender has two parts 


Technical bid 


Financial bid ( BOQ ) 


Tender No. with PAC — KFRS-DOPKD -e - Tender No . 04/2016 - 17 — 2 ,00,000 . 


EMD — 1 % of PAC in online payment. 


Security Deposit — 5 % of total contract amount inclusive of EMD . To be furnished as bank guarantee of a 
scheduled bank . 


Cost of e- Tender (online submission ) — 400 + VAT @ 14 .5 % . 


Date and time of Pre bid meeting — 5 - 12 -2016 , 11 a . m . 
Closing date and time of e-tender — 24 - 12 -2016 , 11 a. m . 


Last date and time of receipt of e- tender — 24 -12 -2016 , 11 a . m . 
Date of Sample Verification — 28 -12-2016 , 11 a . m . 


Date and time of opening of e- tender: 

1. Technical bid — 27- 12 -2016 , 11 a. m . 
2 . Financial bid - 29- 12 -2016 , 11 a. m . 


Date up to which the rates are to remain firm for acceptance — 31- 3 - 2017. 


Period of supply — Within 30 days of receipt of supply order. 


The bidder desiring to take part in the bid shall log into https ://etenders kerala.gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options - State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 


For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https :// etenders.kerala , gov.in 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday due to net failure, the tenders will be opened in the next working day, at the same time. 


The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of Inflatable Tower Light (Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 
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The price of the e-tender form shall be received only through online payment SBT/SBT NEFT 


The cost should be quoted in Indian currency only . 
The tender has two covers: 


• 
• 


Technical cover 
Financial cover 


The first cover ie: the technical cover shall be uploaded with the following document 

1. Scanned copy of complete specifications of the product along with diagrams intended to supply . 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental technical specifications 
and the compliance to the same to be properly marked and deviation , if any, shall be marked in the compliance statement. 


Specification Compliance Statement for 

Inflatable Tower Light 


Details of Departmental 
Technical Specification 


Details of the 
product offered 


Deviation from Departmental 
Technical Specification , if any 


No . 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp paper worth · 200 . 


3. Brochure of the product intended to supply . 


4. Work experience certificate or other relevant details . 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth " 200 to the effect that no Vigilance 

Case has been charge sheeted and pending trial at Court against him /his partner/s or any of his directors in 
connection with fabrication /supply of similar product made earlier to this Department. 


I, ................... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at Court against me, any of my partner/s or any of my directors, in connection with fabrication /supply of 
similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of us or our 
firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any. They can clarify their 
doubts by sending an e -Mail to dopkd . frs @ kerala . gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services, Palakkad in phone number 09497920106 . 
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Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and 
accessories for the full understanding of the Divisional Office Purchase Committee (Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e -tenders, the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e - tender. 


(c ) Sample of Inflatable Tower Light should be produced before the Committee for Technical Evaluation , which 
would be subjected to test by the departmental personnel. The final selection will be done after considering the report of 
the testing team only . 


(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 


(e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 


The bidder should upload the supporting documents along with the Technical cover. 


(g ) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
. 200, the declaration on Kerala Stamp Paper worth · 200 and Brouchers/ Photograph of the item intended to supply shall 
be produced before the undersigned soon after the Financial Bid opening . 


(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e- tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason , at any 
stage of tendering, is solemnly vested with the Divisional officer, Fire and Rescue Services , Palakkad or a committee 
appointed by him . 


The rules and regulations prescribed for e-tenders by the Government of Kerala/ Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of the 
tender, he /she can send email to dopkd. frs @ kerala. gov .in or fax to 0491 - 2505758 . 


Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e- tender website https//etenders .kerala .gov.in . 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 
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CONDITIONS 


1. 


Whether samples are 
essential 


Pamphlets, Photograph , Drawings CDS etc. should be 
forwarded along with the tender . 


2 . 


: 


Within 30 days fromreceipt of supply order. 


Period with in which goods should 
be delivered 


: 


f.o .r., Palakkad. 


Rates should be quoted including 
all taxes and transportation charge 
and rate of AMC 


4 . 


Payment 


100 % Payment against delivery at Palakkad and acceptance by an 

acceptance committee 


5 . 


Other Special Condition 


A warranty of 24 months from the delivery of the item . 


1. 
2 . 


3. 


EMD 1 % of PAC in online payment . 
Security Deposit 5 % of total contract amount 
to be furnished as mentioned in the Notice inviting 
e - Tender, which will be released after the expiry of the 
warantee period. 


4 . 


5 . 


Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this Tender. 
Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified . 


6 . 


Full stock / spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department . 


7 . 


Tenderer must submit a certified copy of its latest income tax 
clearance certificate ( ITCC ) 


AGREEMENT 


Articles of agreement executed on this the ............... day of... 
........beteween the Governor of Kerala (hereinafter référred to as “ the Government” ) of the one part and 
Shri.. 

. .............(H .E . name and address of the tenderer) (hereinafter referred to as 
“ the bounden ” ) of thé other part. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


WHEREAS in response to the Notification No . ...................... dated ...... .......... the bounden has submitted to the 
Government a tender for the. 

..............Specification therein subject to the terms and conditions 
contained in the said tender. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIILUD 


28 


WHEREAS the bounden has also deposited with the Government a sum of 
earnest money for execution of an agreement undertaking the due fulfillment of the contract in case his tender is 
accepted by the Government. 
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NOW THESE PRESENTS WITNESS and it is hereby mutually agreed as follows: 


1. In case the tender submitted by the bounden is accepted by the Government and the contract 

for .. ........ .... is awarded to the bounden , the bounden shall within................days of acceptance of his 
tender execute an agreement with the Government incorporating all the terms and conditions under which 
the Government accepts his tender . 


2 . In case the bounden fails to execute the agrement as aforesaid incorporating the terms and conditions 

governing the contract , the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest mtey deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


3. All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 

bounden and his properties movable and immovable under the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


In witness whereof Shri. ............ 

..(H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri. 

...........Bounden have hereunto set their hands 
the day and year shown against their respective signatures . 


Signed by Shri.. 


. 


. 


. 


. 


. 


. 


.........( date )... 


. 


. 


. 


. 


. 


. 


. 


. 


In the presence of witnesses: 


1.. . . ... 


. . 


.... .. 


.... . .. . .. . 


Signed by Shri. 


..(date )..... 


In the presence of witnesses : 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 
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TECHNICAL SPECIFICATION FOR INFLATABLE TOWER LIGHT 


пе . 


Base Frame. — It shall consist of MS tube frame and a base plate of Aluminium sheet of 3mm + 10 % /- 5 % 
thickness to support generating set and control gear box and shall be provided with anti vibration rubber pads. M .S . 
Parts shall be powder coated . 


Top Cover . — Made of molded fiberglass or suitable material designed to fasten the tower balloon by suitable steel 
strip so that there is no air leakage at the joint. It shall provide suitable nipple for filling air into the balloon and provide 
support for it to remain erect at wind speed of 45 km /hr. 


Generator Set .— Recoil start portable AC Generating set comprising AC Generator rated as 1200VA 240V 1 phase 
of unit power factor conforming to IS : 13364 Part 1/92 and petrol run air cooled four stroke single cylinder engine with 
resettable circuit breaker in the AC output. Fuel tank capacity should be for continuous running of generating set for 8 
hours. A fuel level indicator should be on display panel. System should work on 220 /240V 50 Hz AC supply and for 
connecting to the mains, shall have provision for 15 Amp 3 -pin socket and a suitable lead wire with plugs at both ends . 
Two Nos. of compressors/air blowers of suitable rating to be provided to inflate the balloon in 60 sec. maximum . 

Balloon . — It shall be cylindrical shaped made of suitable polyester based cloth to ensure emission of light with 
minimum loss and shall be waterproof and strengthened with flexible stiffeners to sustain inside air pressure and to 
remain erected against outside wind speed of 45km /hr. One 400W High Pressure Metal Halide (HPMH ) lamp to give 42000 
lumens shall be mounted inside the balloon at the top end such that it goes up /down while inflating and deflation . 
Balloon height in inflated condition shall be 4 .5 to 5m from base plate . The length of nylon rope required for the stays 
should be 5 meter and of 6 mm dia . Control Gear shall be suitable designed and fitted with MCB , lamp ballast, igniter, 
capacitors , changeover and on /off switches with indicating lamps for controlling 1 No.400 W HPMH lamp and two air 
blowers . 


Performance : - A minimum lux value of 1 shall be achieved on ground at 55m radius within 5 minutes of starting. 
Deflation time including repacking shall be 5 minutes max . The inflated tower only shall be rain proof and shall conform 
to IP X5 to IS:10322 (Part 1)/82. The system shall be continuously run for 8 hours, without damaging/adversely affecting 
the balloon fabric and other components. 


Inspection :— The requirements at 9 (a ) (b ) and (d) shall constitute acceptance tests and shall be carried out on 10 % 
of the offered lot subject to a minimum of three. Supplier shall possess calibrated equipments for lux measurements . The 
Accuracy class of lux meter is to be 1 % . Fire-Risk and Hazard Analysis in the Country Pilot Study Confidential Page 190 
of 208 3 .31. 4 Dimensions Total weight of complete system : 50 kg . Max . Overall dimensions in deflated condition 
(nominal):600 x 450 x 500mm 


I COV 


Accessories : – Storage box : Suitably designed to accommodate the tower and other spare easy to handle with 
proper locking arrangements . Rain protection cover: For generating set and control gear box made of waterproof cloth 
with air vent arrangements. Wind Support : 5 meter nylon stay wire ropes of diameter 6 mm ( 3 Nos.) which can be tied to 
the tower (balloon ) and grouting hooks in case of extra wind velocity. Tool Kit : Necessary tools required for operation 
of the emergency light system viz screw driver, plug spanner and T-nut driver, 3 Nos. puncture Tape of the size 10 cm x 
10 cm etc . One set of following spares to be compulsorily supplied with the equipment. — i) Lamp with requisite control 
gear. ( ii) Blower. 


Optional Accessory : — Trolley : Suitable trolley with wheels to move the erected tower within a reasonable distance 
with ease . 


Scope of Supply : - Suppliers shall furnish complete and satisfactory type test certificates as per above 
specification to the concerned officer at the time of inspection . 
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e Tendering System Government of Kerala 

Tender Details 


19th November 2016 . 


Basic Details 


Organisation Chain 


Kerala Fire and Rescue Services (Headquarters ) Fire and Rescue Divisional Office Palakkad 


KFRS -DOPKD -e- TENDER No.-04/2016 - 17/SN 


Tender Reference 
Number 


Tender Id 


2016 FRS _ 87282 _ 1 
Open Tender 


Form of contract 


Supply 


Tender Type 
Tender Category 


Goods 


No. of Covers 


No 


No 


General Technical 
Evaluation Allowed 
Payment Mode 


Itemwise Technical 
Evaluation Allowed 


Online 


Is Multi Currency 
Allowed For BOQ 


No 


Is Multi Currency 
Allowed For Fee 


Payment Instruments 


Cover Details No. of Covers — 2 


Bank Name 


Cover 


Online Sl. No. 
Bankers 


Cover 


Document Type 


Description 


No . 


1 
2 


SBT Bank 
SBT NEFT /RTGS 


Fee /PreQual/ 
Technical 


Technical 
Specification of the 
item along with 
diagrams 


pdf 


pdf 


Agreement in 
· 200 Kerala Stamp 
Paper 


pdf 


Brochure /Pamphlet 
of the Product 


pdf 


Work experience 
certificate or other 
relevant details 


pdf 


Scanned copy of 
declaration of 
bidder on Kerala 
Stamp Paper worth 

200 in 
prescribed format 
Certified copy of 
latest Income tax 
clearance 
certificate of the 
firm 


pdf 


2 


2 


Finance 


Ince 


xls 


xls 


BOQ 
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Tender Fee Details, [ Total Fee (INR)*-458 ] 


EMD Fee Details 


Tender Fee (INR ) 


458 


2,000 


Yes 


EMD Amount 
(INR ) 


EMD Exemption 
Allowed 


Fee Payable To 


Online Fee Payable At online 


EMD Fee Type 


percentage 


EMD Percentage 


1.0 % 


EMD Payable To 


online 


EMD Payable At 


online 


Tender Fee 
Exemption 
allowed 


Yes 


Work / item (s) 


Title 


Purchase of 1 No. Inflatable Tower Light 


Work Description 


Purchase of 1 No. Inflatable Tower Light 


Please refer Tender documents. 


Pre Qualification 
Details 


Independent External NA 


Monitor 


Tender Value 


INR 2, 00, 000 


Product Category 


Equipments 


Sub category 


Inflatable 
Tower Light 


Contract Type 


Tender 


Bid Validity (Days ) 


270 


30 


Period of 
Work (Days) 


Location 


Palakkad 


Pincode 


678 001 


Palakkad 


Pre Bid Meeting 
Place 


Bid Opening Place 


Divisional 
Office , Palakkad 


Pre Bid Meeting Divisional Office, Pre Bid Meeting Date 5 -Dec-2016 
Address Fire and Rescue 

11. 00 a . m . 
Services 
Palakkad -678 001 


Critical Dates 


Publish Date 


17 -Nov.-2016 , 5.00 p . m . 


Bid Opening Date 


27 -Dec .-2016 11.00 a . m . 


Document Download/Sale Start 


176 -Nov.-2016 , 5 .10 p . m . 


Document Download /Sale End 24 -Dec.-2016 11.00 a. m . 


Date 


Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


17 -Nov.-2016 , 5 . 15 p . m . 


Bid Submission End Date 


24 - Dec .-2016 11.00 a. m . 
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Bid Openers List 


Bid Opener Name 


Bid Opener Designation 


Bid Opener Login Id 


Sl. 
No. 


1 


Mr. Arunkumar Ramaswamy Achary 


Divisional Officer 


arundopkd @ gmail .com 


Senior Superintendent 


madhumashrohini @ gmail.com 


2 
3 


Mr. Madhu , G . 
Mr. Suresh , C . V. 


Station Officer Motor Transport 


cvsureshpkd @ gmail.com 


4 


Mr. Renjith , P. 


Assistant Divisional Officer 


renjithsto @ gmail.com 


Tender Documents 


NIT 


Document 
Size (in KB ) 


Document 


Sl. No. Document Name 


Description 


1 


NIT. 1. pdf. R 


131.47 


Notice inviting tender for the 
purchase of 1 No. inflated Tower 
Light 


Sl. No. Document Name 


Document Type 


Description 


Work Item 
Documents 


Documents 
Size (in KB ) 


Agreement .pdf R 


Additional Documents 


Agreement 


334.54 


Condition .pdf R 


Additional Documents 


Conditions 


47. 06 


Specification pdf R 


Additional Documents 


Specification 


217.78 


4 


Superscription .pdf R 


Additional Documents 


Superscription 


53.58 


BOQ 104894 xls R 


BOQ 


BOQ 


280 . 00 


Tender Inviting Authority 


Name 
Address 


Divisional Officer 
Divisional Office, Fire and Rescue Services Palakkad -678 001 


Tender Creator Details 


Created By 
Designation 
Created Date 


Renjith , P . 
Assistant Divisional Officer 
17 -Nov - 2016 , 2.52 p . m . 


Divisional Office , 
Fire and Rescue Services, 
Palakkad . 


(Sd .) 
Divisional Officer 
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Notice Inviting e - Tender for the purchase of 02 Nos. of 

Fixed Monitor 


No . C - 3922/ 16 . 


16th November 2016 . 


e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 2 Nos. of FIXED MONITOR as per the specifications of this 
department. The tender is to be submitted as e -tenders through https:// etenders.kerala . gov. in . Since this is an e -tender , 
only those bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC ) can 
participate in the tender. 


E - Tender document and other details can be obtained from the above e - portal 


The tender has two parts 


1. Technical bid 
2. Financial bid (BOQ ) 
Tender No. with PAC — KFRS-DOPKD -e - Tender No. 5 /2016 - 17 — 2 ,00,000 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD . To be furnished as bank guarantee of a 
scheduled bank . 

Cost of e - Tender ( online submission ) — 400 + VAT @ 14 .5 % . 
Last date and time of Pre bid meeting — 5 - 12 -2016 , 11 a. m . 
Closing date and time of e- tender — 24 -12- 2016 , 11 a. m . 
Last date and time of receipt of e-tender — 24 -12 -2016 , 11 a. m . 
Date of Sample Verification — 28 -12 -2016 , 11 a .m . 
Date and time of opening of e -tender: 

1. Technical bid — 27 -12-2016 , 11 a. m . 

2 . Financial bid — 29 -12 -2016 , 11 a. m . 
Date up to which the rates are to remain firm for acceptance — 31- 3-2017. 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https :// etenders.kerala .gov. in /and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options - State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https:// etenders .kerala .gov.in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure , the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of fixed monitor ( Complete items as mentioned in the specification ), 
necessary documents and presentations on all the technical aspects of the equipment and accessories for testing and 
verification. 

The price of the e- tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . 
The tender has two covers 


• Technical cover 
• Financial cover 
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The first cover ie . the technical cover shall be uploaded with the following document 
1. Scanned copy of complete specifications of the product along with diagrams intended to supply 

The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental technical specifications 
and the compliance to the same to be properly marked and deviation , if any, shall be marked in the compliance statement. 

Specification Compliance Statement for 

Fixed monitor 


No . 


Detail of Departmental 
Technical Specification 


Detail of the 
product offered 


Deviation from Departmental 
Technical Specification, if any 


2 . 


Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth 


200 . 


3. 


Brochure of the product intended to supply. 


4 . 


Work experience certificate or other relevant details . 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him /his partner/s or any of his directors in 
connection with fabrication /supply of similar product made earlier to this Department. 


I, .. .. .. . ............ (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at Court against me, any of my partner/s or any of my directors, in connection with fabrication /supply of 
similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of us or our 
firm is blacklisted by any Government agencies/ PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Divisional Office, Palakkad on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e -Mail to dopkd.frs @ kerala .gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services , Palakkad in phone number 09497920106 . 


Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office , Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids separately. 
Soon on opening the technical bid of e -tenders , the committee constituted to evaluate the technical aspects, will meet and 
scrutinize the technical specification of equipment submitted with the e -tender. 

(c ) Sample of fixed monitor should be produced before the Committee for Technical Evaluation , which would be 
subjected to test by the departmental personnel. The final selection will be done after considering the report of the testing 
team only . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical Specification . 
Only those tenders which comply the Departmental Technical Specifications will be considered for subsequent financial 
evaluation . 

(e ) The financial bid belonging to those dealers /suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e . the financial bid of the concerned competent firm will 
be evaluated by the Divisional Office Committee (Finance) for consideration . 


511 


13th Dec . 2016 ] 


STORES PURCHASE 


1328 


The bidder should upload the supporting documents along with the Technical cover 


(g) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
200, the declaration on Kerala Stamp Paper worth " 200 and Brouchers/Photograph of the item intended to supply shall 
be produced before the undersigned soon after the Financial Bid opening. 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e -tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 

(1) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason , at any 
stage of tendering , is solemnly vested with the Divisional Officer, Fire and Rescue Services, Palakkad or a committee 
appointed by him . 

The rules and regulations prescribed for e-tenders by the Government of Kerala /Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dopkd .frs @ kerala. gov. in or fax to 0491 - 2505758 . 

Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https // etenders kerala. gov. in . 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


CONDITIONS 


1. 


Whether samples are 
essential 


Pamphlets , Photograph , Drawings CDS etc . should be 
forwarded along with the tender. 


: 


Within 30 days from receipt of supply order. 


Period with in which goods should 
be delivered 


: 


f.o .r., Palakkad . 


Rates should be quoted including 
all taxes and transportation charge 

and rate of AMC 
4. Payment 


5. 


Other Special Conditions 


2 . 


EMD 10 


100 % Payment against delivery at Palakkad and acceptance by an 

acceptance committee 
1. A warranty of 24 months from the delivery of the item . 

EMD 1 % of PAC in online payment. 
3. Security Deposit 5 % of total contract amount to be 

furnished as mentioned in the notice inviting e - Tender, 
which will be released after the expiry of the warantee 
period . 
Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this Tender . 
Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 

disqualified . 
6 . Full stock /spares and technicians shall be available in India 

and service should be available for any repair or 

maintenance within 48 hours of a call from this department. 
7. Tenderer must submit a certified copy of its latest income tax 

clearance certificate (ITCC ) 


5 . 
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AGREEMENT 


Articles of agreement executed on this the ..... ..... .....day of. ... ....... 
........beteween the Governor of Kerala ( hereinafter référred to as “ the Government” ) of the one part and 
Shri..... 

.....(H . E . name and address of the tenderer ) (hereinafter referred to as 
“ the bounden ” ) of thé other part. 


WHEREAS in response to the Notification No. ...................dated ...................... the bounden has submitted to the 
Government a tender for the .. 

...................specification therein subject to the terms and conditions 
contained in the said tender; 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII 


WHEREAS the bounden has also deposited with the Government a sum of ... 
earnest money for execution of an agreement undertaking the due fulfillment of the contract in case his tender is 
accepted by the Government. 


NOW THESE PRESENTS WITNESS and it is hereby mutually agreed as follows: 


1. In case the tender submitted by the bounden is accepted by the Government and the contract 

for ............ . ........ is awarded to the bounden , the bounden shall with .............days of acceptance of his 
tender execute an agreement with the Government incorporating all the terms and conditions under which 
the Government accepts his tender. 


2 . 


In case the bounden fails to execute the agreement as aforesaid incorporating the terms and conditions 
governing the contract, the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest money deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


3. 


All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 
bounden and his properties movable and immovable under the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit. 


In witness whereof Shri ......... 

..............(H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri ............ 

...............Bounden have hereunto set their hands the 
day and year shown against their respective signatures. 


Signed by Shri.. 


..(date )............ 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 
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. 


. 


. 


. 


In the presence of witnesses : 


.......... 


Signed by Shri... 


.............(date )........ 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 
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. 
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. 


. 


. 


. 


. 


. 


. 


. 


. 


In the presence of witnesses : 
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TECHNICAL SPECIFICATION OF FIXED MONITOR 


• Waterways made out of carbon steel seamless steel tubes hot dip galvanized 


• Having 63mm NB flanged inlet, gun metal (IS 318 LTB2) swivel joints and stainless steel ball bearing with brass 


locking arrangement 


• 


The flow of the monitor shall be 1800LPM @ 7bar pressurel 


• 


The monitor shall be equipped with a fixed capacity spray jet nozzle made of aluminum anodized 


• 


It should have a rotation capacity of 360 degrees in horizontal and 80 degrees in vertical 


• 


It should have a carrying handle on top to carry the monitor in folded condition 


• 


It should have stainless steel foldable legs with cartridge tips to ensure full stability during operation 


• 


It should have a 2 . 5 inch size double mail instantaneous inlet 


• The unit shall be equipped with a vertical stop pull pin to limit its vertical movement to 30 degree for safety 

reason . The vertical movement beyond 30 degree shall be possible by pulling the vertical stop pullpin 


• 


The unit shall be equipped with a pressure guage and shall be powder coated in red 


• 


The unit shall have screw locks to lock the horizontal as well as vertical movement of the unit 


• Horizontal throw of monitor will have a minimum of 30 meters 


Fitted with jet spray type nozzle made of aluminum alloy with male threaded inlet suitable for discharge of 1800 lpm 
at 7 bar pressure . Monitor will be fixed on plate made of cast iron having 2x2.5 inch made instantaneous inlet with 
NRV 
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e - Tendering System Government of Kerala 


Tender Details 


19th November, 2016 ., 4. 28 p . m . 


Basic Details 


Organisation Chain 


Kerala Fire and Rescue Services //Headquarters// Fire and Rescue Divisional Office Palakkad 


KFRS -DOPKD - E - TENDER No . 5 /2016 - 17 /SN 


Tender Reference 
Number 


Tender Id 


2016 _ FRS _ 87346 _ 1 
Open Tender 


Form of contract 


Supply 


Tender Type 
Tender Category 


Goods 


No. of Covers 


No 


No 


General Technical 
Evaluation Allowed 


Itemwise Technical 
Evaluation Allowed 


Payment Mode 


Online 


No 


Is Multi Currency 
Allowed For BOQ 


Is Multi Currency 
Allowed For Fee 


No 


Payment Instruments 


Cover Details, No . of Covers — 2 


Bank Name 


Cover 


Cover 


Document Type 


Description 


Online S.No. 
Bankers 


No. 


1. 
2 


SBT Bank 
SBT NEFT/RTGS 


Fee /PreQual/ 
Technical 


Technical 
Specification of the 
item along with 
diagrams 


.pdf 


.pdf 


Agreement in Rs. 
200 Kerala Stamp 
Paper 


.pdf 


Brochure /Pamphlet 
of the Product 


.pdf 


Work experience 
certificate or other 
relevant details 


.pdf 


Scanned copy of 
declaration of 
bidder on Kerala 
stamp paper worth 
Rs 200 in 
prescribed format 
Certified copy of 
latest Income Tax 
clearance 
certificate 
BOQ 


. pdf 


2 


Finance 
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Tender Free Details , [ Total Fee ( INR )* -458] 


EMD Fee Details 


Tender Fee ( INR ) 


458 


EMD Amount 


2 , 000 


Yes 


EMD Exemption 
Allowed 


( INR ) 


Fee Payablei To Online 


Fee Payable At online 


Tender fee Yes 
exemption allowed 


EMD Fee Type 
EMD Payable To 


percentage 
online 


EMD Percentage 
EMD Payable At 


1.0 % 
online 


Work / item (s ) 


Title 


Purchase of 2 No. Fixed Monitor 


Work Description 


Purchase of 2 No. Fixed Monitor 


motion 


Pre Qualification 


Please refer Tender documents . 


Details 


Independent External NA 


Monitor 


Tender Value 


INR 2, 00 ,000 


Product Category 


Equipments 


Fixed Monitor 


Sub category 
Tower Light 


Contract Type 


Tender 


Bid Validity (Days) 


270 


Period of 


30 


Work (Days ) 


Location 


Palakkad 


Pincode 


678001 


Pre Bid Meeting 


Palakkad 


Place 


Bid Opening Place 


Pre Bid Meeting Date 5 - Dec- 2016 

11. 00 a . m . 


Divisional 
Office , Palakkad 


Pre Bid Meeting Divisional office , 
Address 

Fire and Rescue 
Services 
Palakkad -678 001 


Critical Dates 


Publish Date 


15 -Nov. 2016 , 5 . 00 p. m . 


Bid Opening Date 


27 -Dec .-2016 11.00 a. m . 


Document Download/ Sale Start 


19-Nov.-2016, 5 . 10 p . m . 


Document Download /Sale End 24-Dec.-2016 11.00 a. m . 


Date 


Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


19 -Nov.-2016, 5 .30 p . m . 


Bid Submission End Date 


24 - Dec .-2016 11.00 a. m . 
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Bid Openers List 


Bid Opener Designation 


Bid Opener Login Id 


Sl. Bid Opener Name 
No. 


Divisional Officer 


arundopkd @ gmail.com 


madhumashrohini @ gmail.com 


1 
2. 
3 
4 


Mr. Arunkumar Ramaswamy Achary 
Mr. Madhu, G . 
Mr. Suresh, C . V . 
Mr. Renjith , P. 


Senior Superintendent 
Station Officer Motor Transport 
Assistant Divisional Officer 


cvsureshpkd @ gmail.com 
renjithsto @ gmail.com 


Tender Documents 


NIT 


Document 
Size ( in KB) 


Document 


Sl . No. Document Name 


Description 


the 


1 


NIT 1 pdf. A 


132.45 


Notice inviting tender for the 
Purchase of 2 No. fixed 
monitor 


Work Item 
Documents 


Sl. No . Document Name 


Document Type 


Description 


Documents 
Size ( in KB ) 


Additional Documents 


Agreement 


334 .54 


Agreement .pdf A 
Condition .pdf A 
Specification .pdf A 


Additional Documents 


Conditions 


47.06 


Additional Documents 


Specification 


40. 25 


Additional Documents 


Superscription 


Superscription .pdf A 
BOQ 104970 . xis 


53.31 
280.00 


BOQ 


BOQ 


Tender Inviting Authority 


Name 
Address 


Divisional Officer 
Divisional Office, Fire and Rescue Services Palakkad -678 001 


Tender Creator Details 


Created By 
Designation 
Created Date 


Renjith , P. 
Assistant Divisional Officer 
17 -Nov-2016 , 5.10 p. m . 


Divisional Office , 
Fire and Rescue Services, 
Palakkad . 


(Sd.) 
Divisional Officer 
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Notice Inviting e - Tender for the purchase of 01 No. of 

MULTI GAS DETECTOR 


No. C - 3922 / 16 . 


16th November 2016 . 


e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 1 No. of Multi Gas Detector as per the specifications of this 
department. The tender is to be submitted as e -tenders through https :// etenders.kerala . gov. in Since this is an e -tender, 
only those bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC ) can 
participate in the tender. 


E - Tender document and other details can be obtained from the above e - portal 


The tender has two parts 


1. 


Technical bid 


2. Financial bid ( BOQ) 
Tender No. with PAC — KFRS -DOPKD - e - Tender No. 6 / 2016 - 17 — 1,00 ,000 . 
EMD — 1, 500 in online payment . 

Security Deposit — 5 % of total contract amount inclusive of EMD . To be furnished as bank guarantee of a 
scheduled bank. 

Cost of e - Tender ( online submission ) — 400 + VAT @ 14 .5 % . 
Last date and time of Pre bid meeting — 5 -12 - 2016 , 11 a . m . 
Closing date and time of e-tender — 24 -12 -2016 , 11 a. m . 
Last date and time of receipt of e-tender — 24- 12-2016 , 11 a. m . 
Date of Sample Verification — 28 - 12 - 2016 , 11 a. m . 
Date and time of opening of e-tender: 

1. Technical bid — 27- 12 -2016 , 11 a. m . 

2 . Financial bid — 29 - 12 - 2016 , 11 a. m . 
Date up to which the rates are to remain firm for acceptance — 31 -3 -2017 . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https :// etenders.kerala. gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options - State Bank of Travancore SBT Net Banking Payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https ://etenders .kerala ,gov . in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids . If the date fixed for opening happens to 
be a holiday due to net failure , the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of Multi Gas Detector (Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 

The price of the e-tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . 
The tender has two covers 
• Technical cover 
• Financial cover 
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The first cover ie . the technical cover shall be uploaded with the following document 


1. Scanned copy of complete specifications of the product along with diagrams intended to supply. 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental technical specifications 
and the compliance to the same to be properly marked and deviation , if any, shall be marked in the compliance statement. 


Specification Compliance Statement for 

Multi Gas Detector 


Details of Departmental 
Technical Specification 


Details of the 
product offered 


Deviation from Departmental 
Technical Specification , 

if any 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp paper worth Rs. 200 / 


3. Brochure of the product intended to supply . 


4. 


Work experience certificate or other relevant details . 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth Rs.200 /- to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partner/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


I, ................... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted 
and pending trial at Court against me, any of my partner/s or any of my directors , in connection with fabrication / 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government agencies/ PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e-Mail to dopkd.frs @ kerala .gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services , Palakkad in Phone Number 09497920106 . 


Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee (Technical), on the date specified . 
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(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e- tenders, the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e -tender . 


(c) Sample of Multi Gas Detector should be produced before the Committee for Technical Evaluation , which 
would be subjected to test by the departmental personnel. The final selection will be done after considering the report of 
the testing team only . 


(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 


(e ) The financial bid belonging to those dealers/ suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance) for consideration . 


The bidder should upload the supporting documents along with the technical cover . 


(g ) The originals of technical specification compliance statement of the product, agreement in stamp paper worth 
200 , the declaration on Kerala Stamp Paper worth 200 and Brouchers/Photograph of the item intended to supply 
shall be produced before the undersigned soon after the Financial Bid opening . 


(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e- tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason , at any 
stage of tendering, is solemnly vested with the Divisional officer , Fire and Rescue Services Palakkad or a committee 
appointed by him . 


The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dopkd .frs @ kerala . gov.in or fax to 0491-2505758 . 


Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https// etenders kerala . gov . in . 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court . 
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AGREEMENT 
Articles of agreement executed on this the ...............day of........... 
........ beteween the Governor of Kerala (hereinafter référred to as “ the Government” ) of the one part and 
Shri... 

............. H .E . name and address of the tenderer ) (hereinafter referred to as 
“ the bounden ” ) of thé other part. 


WHEREAS in response to the Notification No. .....................dated .......................the bounden has submitted to the 
Government a tender for the... 

.........specification therein subject to the terms and conditions 
contained in the said tender 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


. 


IIIIIIIIIIIIIIIIIIIIIIIIII . 


WHEREAS the bounden has also deposited with the Government a sum of . ..... . 

. . . . . . . . . as 
earnest money for execution of an agreement undertaking the due fulfillment of the contract incase his tender is 
accepted by the Government. 


NOW THESE PRESENTS WITNESS and it is hereby mutually agreed as follows: 


1. In case the tender submitted by the bounden is accepted by the Government and the contract 

for .... ..........is awarded to the bounden , the bounden shall withn ................days of acceptance of his 
tender execute an agreement with the Government incorporating all the terms and conditions under which 
the Government accepts his tender . 


2 . 


In case the bounden fails to execute the agreement as aforesaid incorporating the terms and conditions 
governing the contract , the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest money deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 
bounden and his properties movable and immovable under the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit . 


In witness whereof Shri. ......... 

............(H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri. .. 

................Bounden have hereunto set their hands 
the day and year shown against their respective signatures. 


Signed by Shri.. 


...............( date )....... ... .... 


In the presence of witnesses : 


2 . ............................ ................... 


Signed By Shri.... 


............(date )... 


In the presence of witnesses: 
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CONDITIONS 


1. 


Whether samples are 
essential 


Pamphlets , Photograph , Drawings CDS etc . should be 
forwarded along with the tender. 


2 . 


: 


Within 30 days from receipt of supply order. 


Period with in which goods should 
be delivered 


3 . 


: 


f.o .r., Palakkad . 


Rates should be quoted including 
all taxes transportation charge 
and rate of AMC 


4 . 


Payment 


100 % Payment against delivery at Palakkad and acceptance by an 

acceptance committee 


5 . 


Other Special Conditions 


1. 


A warranty of 24 months from the delivery of the item . 


EMD º 1,500 in online payment. 


3 . 


Security Deposit 5 % of total contract amount to be furnished 
as mentioned in the notice inviting e - Tender, which will be 
released after the expiry of the warantee period . 


4 . 


Any firm whose Proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this Tender . 


5. 


Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified . 


Full stock /spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department . 


Tenderer must submit a certified copy of its latest income tax 
clearance certificate (ITCC ) 
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TECHNICAL SPECIFICATION OF MULTI GAS DETECTOR 


The detector will be a Hand -Held Gas Detector with sensors for simultaneously checking for presence of 
Oxygen (O2), Combustible Gases, Carbon Monoxide (CO ) and Hydrogen Sulfide (H2S ). High -contrast LCD showing 
continuous & simultaneous real-time gas concentrations for all gases . Highoutput 95 + dB Audible alarm at 30cm distance . 
Visual alarm bars and Internal Vibrator alarm . It will be tougher and equipped with integral concussion -proof boot for the 
most rugged environments. It will have backlight in low light (auto ), in alarm (auto ) and on demand . Simple auto zero and 
auto calibration with diagnostics protection . Will record and display TWA , STEL and peak exposures to gas on demand 
Has four alarm levels viz . Instant Low and High Alarm for all gases ; TWA (Time - Weighted Average ) and STEL (Short 
Term Exposure Limit ) for H2S and CO ; OL (Over Limit Alarm ) for LEL . The power source will be rechargeable 
battery and supplied with a suitable 220V ,- 50Hz AC charger. Typical battery runtime will be up to 14 hours . Continuous 
LCD will show simultaneous gas concentrations for all gases , User selectable field options will include ; 
Confidence Beep , Pass Code Protection , - Latching Alarms, Calibration date due advice , Safe Display function , Enable 
Disable sensor other features will be full function self-test of: sensor, battery and circuitry integrity ; and audible/ visual 
alarms, continuous battery test and instrument status diagnostics . The detector should have built -in Data Logging and 
Event Logging facility , - Instrument should have a water resistant IP 66 /67 construction . - Instrument Dimensions will not 
exceed 6 x 11 x 4 cm and the detector will weigh less than 175 grams. Operating & Storage Temperature range will be 
within -20 °C to + 55 °C . Operating Humidity will be 5 % to 95 % relative humidity (non -condensing). The instrument will 
have approvals like Intrinsically Safe ; Cenelec: EExia d IIC , CE . Declared for European Conformity ; Australia : Exias IIC for 
Zone 0 ; Combustible Gas Performance : ANSI/ISA - S12 .13 and CSA C22 .2 No. 152 . It will also be CCE certified . The 
quotation will be complete with Specific authorization from manufacturer and copy of any of the approval . There should 
be Two Year Warranty for both instrument & sensors . Measuring range of the gases will be as under:- Gas Method 
Measuring Range Accuracy /Repeatability Fire - Risk and Hazard Analysis in the Country Pilot Study Confidential Page 174 
of 208 Combustibles Catalytic 0 - 100 % LEL ( or 0 -5 % CH4 ) 1 % LEL (or 0 .5 % CH4) Oxygen Electrochemical 0 - 30 % By Vol. 
02 0 . 1 % by Vol. Hydrogen Sulfide Electrochemical 0 - 100 ppm H2S 1 ppm Carbon Monoxide Electrochemical 0 -500 ppm 
CO 1 ppm . 


SCOPE OF SUPPLY It will include the five Gas detector for LEL , O2 , H2S , SO2 and CO in Safety yellow color with 
integral concussion -proof boot, ready for use complete with charger, alligator belt clip and instructions in English . 


This specification covers the requirement of an electronic portable 5 - gas detector that simultaneously and 
continuously measures the combustible gases , oxygen and toxic gases in the ambient air. When the gas concentration 
exceeds the preset alarm level, it must provide both audible and visual alarms to the user. It shall be capable of detecting 
the following gases: 

(i) Explosive gases- 0 to 100 % LEL using catalytic Ex sensor with 1 % resolution . 
(ii) Carbon Monoxide- 0 to 1000 ppm using electrochemical sensor with 1 ppm resolution . 
(iii) Hydrogen Sulphide - 0 to 100 ppm using electrochemical sensor with 0 .1 PPM resolution 
( iv ) Oxygen - 0 to 25 Vol. % using electrochemical sensor with 0 . 1 % resolution 


Sulphur dioxide - 0 .1 to 100 ppm with 0 .1 ppm resolution 
This detector must have gas sensors that are intelligent and have interchangeable capability that allows you 

to add or switch to a different gas sensor at a later time. ! 
2. Description 
(a ) The gas detector must be portable and include rechargeable interchangeable Lithium -ion and alkaline battery 

packs. It shall come with the following accessories ; 

(1) Universal battery charging set, comprising of the charging module and the single charger” 
( ii) Special antistatic sampling hose of up to 3 meters in length with filter for water and dust integrated in 

the external pump. 
( iii) Flexible goose neck probe for leak detection . 
( iv ) Leather carrying case for portable gas detector. 
(v ) Carrying case for keeping and transporting with pre-cut foam 


Gaz. No. 49/2016 /DTP (Stores Purchase ). 
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(b ) The portable gas detector shall be fully equipped with all the sensors to detect all 5 gases at the same time. 

It shall come with an external pump (hose with up to 20 meters length ) and it should be robust and 

comfortable for the users; 
(c) The portable gas detector must have the following sensor combination that allows for future upgrade : 

(i) One channel with one Catalytic Ex sensor \ 

( ii ) Three channels for electrochemical sensors that can detect any of the following gases : 
3. Technical requirement 
(a ) The portable gas detector shall be equipped with an external sampling pump, which is capable of drawing the 

gas to be measured through a hose length of up to 20 m /65.6 ft in depth . Warning should be provided when 

blockage by water, dust or foreign particles while sampling . 
(b ) The digital display shall be in liquid crystal display and it should show simultaneously the gas being 

measured , real time gas concentration , the measuring units , gas alarm status and low battery status . 
(c) The portable gas detector shall be capable of performing on board diagnostic continuously and automatically 

to ensure fail safe operation . If a failure should occur with the electronics , the battery or the gas sensors, the 

user must be informed immediately with a clear fault alarm and indication on the display. 
(d ) The acoustic alarm shall be that of a multi- frequency tone alarm with volume that shall exceed 90dB A at a 

distance of 30 cm from the instrument. The optical alarm shall be bright and visible . 
(e ) The instrument housing shall be made durable with an integrated rubber boot for accidental dropping from a 

height of 1 meter. 
(f) The portable gas detector shall be suitable for used in environmental condition with temperature ranging 

from -20 C to 50 C and relative humidity ranging from 10 – 95 % non - condensing . 
( g) The protection class for dust and water ingress must be IP67. 
(h ) The portable instrument shall come equipped with a data logger that has a storage capacity of recording 

approx . 1000 hours based on a one minute interval. The storage interval of 1/ 10 / 30 sec. or 1/2 / 5 / 10 /30 min . can 
be selected by the user. The data in the instrument shall be transmitted to a PC by an Infrared interface and 

can be evaluated by a software program . 
(i) The portable gas detector shall be powered by a rechargeable battery pack that is capable of providing up to 

12 hours. The max . operation time of the external pump shall be up to 30 hours. 
( ) Each portable gas detector shall be provided with a single universal battery charging set . 
(k ) The portable gas detector must carry international standards such as those from Europe and the United States 

of America; 

All certificates shall be attached 
(1) A list of equipment and materials with detail technical information and their unit prices, required for the 

calibration of the portable gas detector shall be submitted . 
(m ) All additional accessories required for operations for the portable gas detector must be stated and the cost 

each of every accessory must be provided accordingly . 


4 . 


Instruction and Service Manual 


Comprehensive and easy to read manuals shall be provided with the portable gas detector. These are : 


(a ) An instruction manual which cover the description and the operational procedure for the user 


(b ) A technical handbook which cover the specifications, calibration procedures and the maintenance procedures . 


(c ) A list of the consumable parts . 


(d ) Calibration should be done Free of cost within the warranty period . 
(e) The Multi Gas Detector should have a minimum warranty of Two years. 
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e - Tendering System Government of Kerala 

Tender Details 


19th November, 2016 ., 4.18 p . m . 


Basic Details 
Organisation Chain 


Kerala Fire and Rescue Services Headquarters Fire and Rescue Divisional Office, Palakkad 


KFRS-DOPKD - E - TENDER No.-06 /2016 - 17 /SN 


Tender Reference 

Number 


Tender Id 


2016 FRS _ 87358 _ 1 
Open Tender 


Tender Type 


Supply 


Form of contract 
No. of Covers 


Tender Category 


Goods 


No 


No 


General Technical 

Evaluation Allowed 


Itemwise Technical 
Evaluation Allowed 


Payment Mode 


Online 


No 


Is Multi Currency 
Allowed For BOQ 


No 


Is Multi Currency 

Allowed For Fee 


Payment Instruments 


Cover Details, No. Of Covers - 2 


Bank Name 


Cover 


Document Type 


Description 


Online S. No. 
Bankers 


Cover 
No . 


1. SBT Bank 
2 SBT NEFT/RTGS 


Fee/PreQual / 
Technical 


Technical 
Specification of the 
item along with 
diagrams 


pdf 


pdf 


Agreement in Rs. 
200 Kerala Stamp 


Paper 


pdf 


Brochure/Pamphlet 
of the Product 


pdf 


Work experience 
certificate or other 
relevant details 


pdf 


Scanned copy of 
declaration of 
bidder on Kerala 
stamp paper worth 
Rs 200 in 
prescribed format 
Certified copy of 
latest Income tax 
clearance 
certificate of the 
firm 


pdf 


2 


Finance 


xls 


BOQ 
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Tender Free Details, [ Total Fee (INR )* -458 ] 


EMD Fee Details 


Tender Fee (INR ) 458 


1,500 


Yes 


EMD Amount 

(INR ) 


EMD Exemption 
Allowed 


Fee Payable To 


Online 


Fee Payable At online 


EMD Fee Type 


Fixed 


EMD Percentage 


NA 


EMD Payable To 


online 


EMD Payable At 


online 


Tender Fee 
Exemption 
allowed 


Yes 


Work / item (s ) 


Title 


Purchase of 1 No . Multigas detector 


Work Description 


Purchase of 1 No. Multigas detector 


Please refer Tender documents . 


Pre Qualification 

Details 


Independent External NA 
Monitor 


Tender Value 


INR 1, 00 ,000 


Product Category 


Equipments 


Sub category 


Multigas detector 


Contract Type 


Tender 


Bid Validity (Days ) 


270 


30 


Period of 
Work (Days) 


Location 


Palakkad 


Pincode 


678001 


Palakkad 


Pre Bid Meeting 
Place 


Pre Bid Meeting Date 5 -Dec- 2016 


Bid Opening Place 


Pre Bid Meeting 
Address 


Divisional 
Office, Palakkad 


11 .00 a . m . 


Divisional office, 
Fire and Rescue 
Services 
Palakkad -678 001 


Critical Dates 


Publish Date 


19 -Nov.- 2016 , 5 .00 p . m . 


Bid Opening Date 


27-Dec.-2016 11. 00 a. m . 


Document Download / Sale Start 


19 -Nov.-2016 , 5. 10 p. m . 


Document Download /Sale End 24 -Dec.- 2016 11.00 a . m . 


Date 


Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


19 -Nov.- 2016 , 5 .30 p . m . 


Bid Submission End Date 


24 -Dec .-2016 11.00 a .m . 
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Bid Openers List 


Bid Opener Designation 


Bid Opener Login Id 


Sl. Bid Opener Name 
No. 


1 


Mr. Arunkumar Ramaswamy Achary 


Divisional Officer 


arundopkd @ gmail.com 


2 


Mr. Madhu , G . 


Senior Superintendent 


madhumashrohini@ gmail .com 


Station Officer Motor Transport 


cvsureshpkd @ gmail.com 


3 
4 


Mr. Suresh, C . V . 
Mr. Renjith , P. 


Assistant Divisional Officer 


renjithsto @ gmail.com 


Tender Documents 


NIT 
Document 


Document 
Size ( in KB) 


Sl. No. 


Document Name 


Description 


NIT 1 . pdf. R 


131.82 


Notice inviting tender for the 
Purchase of 1 No . multigas detector 


Sl. No. Document Name 


Document Type 


Description 


Work Item 
Documents 


Documents 
Size ( in KB ) 


Agreement pdf A 


Additional Documents 


Agreement 


334.54 


Specification pdf A 


Additional Documents 


Specification 


100 .85 


Condition pdf A 


Additional Documents 


Conditions 


213.39 


Superscription pdf A 


Additional Documents 


Superscription 


53 .03 


5 


BOQ 104980 xls . 


BOQ 


BOQ 


280.00 


Tender Inviting Authority 


Name 


Divisional Officer 
Divisional Office , Fire and Rescue Services Palakkad -678 001 


Address 


Tender Creator Details 


. 


Created By 
Designation 
Created Date 


Renjith , P. 
Assistant Divisional Officer 
17 -Nov-2016, 6 . 18 p. m . 


Divisional Office, 
Fire and Rescue Services , 
Palakkad . 


(Sd .) 
Divisional Officer. 
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Notice Inviting e - Tender for the purchase of 4 Nos. of 

Fire entry /proximity suit 


No: C -3922 /16 


16th November 2016 . 


e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 4 Nos. of Fire Entry / Proximity Suit as per the specifications of 
this department. The tender is to be submitted as e-tenders through https:// etenders.kerala .gov. in . Since this is an 
e -tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC ) can 
participate in the tender. 


E - Tender document and other details can be obtained from the above e - portal 


The tender has two parts 
1. Technical bid 


2 . Financial bid (BOQ ) 
Tender No. with PAC — KFRS-DOPKD -e - Tender No. 7 /2016 - 17 — 4 ,00,000 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD. to be furnished as bank guarantee of a 
scheduled bank . 

Cost of e- Tender (online submission ) — 800 + VAT @ 5 % . 
Last date and time of Pre Bid meeting — 5 - 12 - 2016 , 11 a . m . 
Closing date and time of e-tender — 24 - 12 - 2016 , 11 a. m . 
Last date and time of receipt of e-tender — 24 -12- 2016 , 11 a. m . 
Date of Sample Verification — 28 -12 -2016 , 11 a.m . 


Date and time of opening of e-tender: 

1. Technical bid — 27- 12 - 2016 , 11 a. m . 

2. Financial bid - 29- 12 -2016 , 11 a. m . 
Date up to which the rates are to remain firm for acceptance — 31 -3 -2017 . 
Period of supply — Within 30 days of receipt of supply order . 

The bidder desiring to take part in the bid shall log into https :// etenders kerala .gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore. There are two 
options - State Bank of Travancore SBT NET banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https://etenders.kerala .gov. in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure , the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Divisional office 
Palakkad , on the date prescribed , with the sample of Fire Entry / Proximity Suit (Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 


The price of the e-tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . 
The tender has two covers 

• Technical cover 
• Financial cover 
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The first cover ie : the technical cover shall be uploaded with the following document 


1. Scanned copy of complete specifications of the product along with diagrams intended to supply . 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental technical specifications 
and the compliance to the same to be properly marked and deviation , if any, shall be marked in the compliance statement. 


Specification Compliance Statement for Fire Entry / Proximity Suit 


No. 


Details of Departmental 
Technical Specification 


Details of the 
product offered 


Deviation from Departmental 
Technical Specification, 

if any 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth " 200 
3. Brochure of the product intended to supply. 
4 . Work experience certificate or other relevant details. 

5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth " 200 to the effect that no Vigilance 
Case has been charge sheeted and pending trial at Court against him /his partner/s or any of his directors in connection 
with fabrication /supply of similar product made earlier to this Department. 


................... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at Court against me, any of my partner/s or any of my directors, in connection with fabrication /supply of 
similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of us or our 
firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional office Palakkad on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e -Mail to dopkd.frs @ kerala .gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services, Palakkad in Phone number 09497920106 


Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids separately . 
Soon on opening the technical bid of e -tenders, the committee constituted to evaluate the technical aspects, will meet and 
scrutinize the technical specification of equipment submitted with the e -tender. 


(c ) Sample of Fire Entry /Proximity Suit should be produced before the Committee for Technical Evaluation , which 
would be subjected to test by the departmental personnel. The final selection will be done after considering the report of 
the testing team only. 


(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical Specification . 
Only those tenders which comply the Departmental Technical Specifications will be considered for subsequent financial 
evaluation . 


(e ) The financial bid belonging to those dealers /suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e . the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 
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The bidder should upload the supporting documents along with the Technical cover. 

( g) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
200 , the declaration on Kerala Stamp Paper worth " 200 and Brouchers/Photograph of the item intended to supply shall 
be produced before the undersigned soon after the Financial Bid opening . 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e- tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 

(i) The right of acceptance or rejection of e - tender or cancelling the tender without assigning any reason , at any 
stage of tendering, is solemnly vested with the Divisional Officer, Fire and Rescue Services Palakkad or a committee 
appointed by him . 

The rules and regulations prescribed for e - tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender , he /she can send email to dopkd.frs @ kerala. gov. in or fax to 0491- 2505758 . 

Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e- tender website https// etenders kerala. gov . in . 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


CONDITIONS 


1. 


Whether samples are 
essential 


Pamphlets , Photograph , Drawings CDS etc. should be 
forwarded along with the tender. 


2. 


– 


Within 30 days from receipt of supply order. 


3. 


Period with in which goods should 
be delivered 
Rates should be quoted including 
all taxes and transportation charge 
and rate of AMC 


– 


f.o .r., Palakkad . 


4 . 


Payment 


100 % Payment against delivery at Palakkad and acceptance by an 
acceptance committee 


5. 


Other Special Conditions 


1. 


di 
ri 


A warranty of 24 months from the delivery of the item . 
EMD 1 % of PAC in online payment. 
Security deposit 5 % of total contract amount to be furnished 
as mentioned in the notice inviting e- Tender, which will be 
released after the expiry of the warantee period . 
Any firm whose proprietor, Partner or Director is involved in 
a Vigilance Case or blacklisted in Kerala will be barred from 
participating in this Tender. 
Anybody attempting to offer bribe or otherwise influence in 
any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 
disqualified . 
Full stock /spares and technicians shall be available in India 
and service should be available for any repair or 
maintenance within 48 hours of a call from this department. 


5. 


Tenderer must submit a certified copy of its latest income tax 
clearance certificate (ITCC ) 
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AGREEMENT 


Articles of agreement executed on this the ...............day of........... 

beteween the Governor of Kerala (hereinafter référred to as “ the Government” ) of the one part and 
Shri.. 

.............H . E . name and address of the tenderer ) (hereinafter referred to as 
“ the bounden ” ) of thé other part. 


WHEREAS in response to the Notification No. ................. dated .......................the bounden has submitted to the 
Government a tender for the ....... 

...........specification therein subject to the terms and conditions 
contained in the said tender 


IIIIIIIIIIIIIII IIIIIIIIIIIIII 


WHEREAS the bounden has also deposited with the Government a sum of 

. . . . . . . . . . as 
earnest money for execution of an agreement undertaking the due fulfillment of the contract in case his tender is 
accepted by the Government. 


NOW THESE PRESENTS WITNESS and it is hereby mutually agreed as follows: 


1. In case the tender submitted by the bounden is accepted by the Government and the contract 

for ... ........... is awarded to the bounden , the bounden shall within ...............days of acceptance of 
his tender execute an agreement with the Government incorporating all the terms and conditions under 
which the Government accepts his tender. 


2 . In case the bounden fails to execute the agreement as aforesaid incorporating the terms and conditions 

governing the contract, the Government shall have power and authority to recover from the bounden any 
loss or damage caused to the Government by such breach as may be determined by the Government by 
appropriating the earnest money deposited by the bounden and if the earnest money is found to be 
inadequate the deficit amount may be recovered from the bounden and his properties movable and 
immovable in the manner hereinafter contained . 


3 . All sums found due to the Government under or by virtue of this agreement shall be recoverable from the 

bounden and his properties movable and immovable under the provisions of the Revenue Recovery Act for 
the time being in force as though such sums are arrears of land revenue and in such other manner as the 
Government may deem fit . 


. 


. 


. 


. 


. 


. 


. 


. 


In witness whereof Shri. ........... 

...........( H . E . name and designation ) for and on behalf of the 
Governor of Kerala and Shri. ... 

........................Bounden have hereunto set their hands 
the day and year shown against their respective signatures . 


Signed by Shri... 


..........(date )... 


In the presence of witnesses : 


2 . ......... .................... .... ........ ............ ................. ... ...... 


Signed by Shri............ 


...... (date ). 


In the presence of witnesses : 
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Technical specification for fire entry /Proximity suit 


The design of the suit shall be strictly as per EN 469 : 2005 standard or equivalent NFPA standards for fire fighters 
protective clothing. It shall protect the neck , arms, legs and trunk and shall consist of trousers overlapping at least 30 cm . 
This suit shall not hinder freedom of movements of fireman , and shall be compatible with the other parts of the fire 
fighters and equipment such as breathing apparatus set. This suit shall be as light as possible and shall be easy to clean 
and maintain . It shall offer protection at wrist against penetration of flaming or hot materials. Seams, fasteners, zippers , 
labels and other accessories must not impair the performance of the garment. 


The entire suit and accessories shall be CE certified to EN 469 :2005 standard or equivalent NFPA standards. 
Detailed test report showing high flame resistance as per EN /NFPA requirements should be provided for technical 
evaluation . 


Jacket and Trouser 


Construction of Both Jacket & Trouser 


• Outer layer should be made of NOMEX Delta C /Nomex III/Nomex Tough or equivalent with minimum fabric of 

200 gsm . 


• Middle layer (Moisture Barrier) should be made of suitable materials with suitable fire retardant breathable 

polyurethane membrane weighing minimum 135 gsm and laminated with Nomex non woven or equivalent. 


Inner layer ( Thermal Barrier ) should be made from inherently flame retardant non -woven material with Nomex or 
equivalent as the thermal lining for better heat insulation . 


• 


Only NOMEX or equivalent threads shall be used for stitching the suit . 


• Retro Reflective tapes in red colour should be fixed on both Jacket and Trouser and The reflective tapes used 

shall be flame resistant with minimum width of 50mm . 


Design of the Jacket 


The three-layer coat shall have a front fastening zip arrangement with an overlapping flap with Nomex Velcro or 
equivalent 


• 


The cuff shall be provided with additional Nomex or equivalent tight fit for better protection against flame. 


• 


Non detachable lining. 


• 


Inspection opening at the bottom of Jacket between outer fabric and moisture barrier or lining . 


• 


Front zipper extending to collar 


• 


Throat closure with straps made from outer fabric . 


Red colour retro - reflective tape of 5 cm should be provided around the part of the sleeves, around the chest and 
bottom part of the Jacket . 


Drag rescue device with flap should be incorporated in the back . 


• Microphone strap should be placed above radio pocket on the left front. 


• 


“ FIRE AND RESCUE ” should be written in red fluorescent colour in clearly visible size on the back side. 


Adjustable radio pocket on the left breast. 


The coat shall be provided with minimum 1 internal pocket . 2 external pockets (Flat pocket ) should be placed in 
front bottom left and bottom right. 
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Design of Trouser 


• 


The pant shall be light weight with suitable layers designed to be provided with heavy -duty suspender with 
quick release snaps to the front and fly zipper. 


• 


Elastic intake in both sides at waist to fit to any size. 


• 


The knee area shall be reinforced with suitable strong materials like Kevlar. 


• 


The design of the pant shall be standard type with 1 internal pocket. 


• 


Red colour retro - reflective tape of 5 cm should be provided around the lower part of the pants . 


• 


2 layer Aramid felt fabric should be placed between outer material and Kevlar reinforcement. 


Fire Fighter Boot 


Design of the Boot 


• 


The Boots should be made from flame retardant rubber with steel toe cap and shall have inner lining of Nomex 
and Kevlar fabric or equivalent suitable material for better insulation and should be conforming to EN 15090:2006 
or equivalent NFPA standards. It shall be CE approved . 


It shall be light weight, water and oil resistant and made from the best material suitable for any fire fighting 
applications . 


The Boots should be provided with carrying arrangements on top and with anti -skid sole . These boots should 
be made available in various sizes. 


Fire fighter glove 


Design of the Glove 


• 


The Glove should be made from multilayer material offering good protection and should be conforming to EN 
659:2003 or equivalent NFPA standards. It shall be CE approved . 


PALM LAYER : The palm shall be made strong fire retardant material like Silicon coated Nomex / Kevlar double 
face fabric or treated leather. 


• MIDDLE LAYER : The middle layer shall be made from KEVLAR or similar non - woven /knitted material suitably 

laminated and lined for heat and cut protection . 
UPPER LAYER : The upper layer and cuff made of high quality Nomex III / Nomex Delta T / Nomex Tough or 
equivalent fire retardant material. 
Hook and eye shall be provided for connection or it shall have elastic self - fitting arrangement with the users 
wrist. 
It shall be provided with flexible wristlet adjustment. 
Outer material of the cuff should also be of inherently flame retardant material 
The Glove should be provided with reflective tape . 
The Glove should offer resistance against heat, water and abrasion and should ensure maximum sensitivity 
and comfort for work . 
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Fire Fighter Helmet 
Purpose 

All round head protection in any fire fighting situation . It shall be possible to wear breathing apparatus 
facemask conforming to EN 136 along with the helmet . It shall be made of highly temperature resistant 
material, and should withstand the most intense heat. It shall be provided with an ultra modern inner lining 
made of flame resistant, washable material and suitable head adjustment system to fit all sizes. Weight shall 

not be more than 800g . The helmet shall confirm to EN 443/2008 standard . 
Helmet Shell 

• Outer shell shall be made of fibreglass strengthened high temperature fibre. 
• Should be made from flame retardant material. 

• Should be oval shaped and smooth exterior surface . 
Interior Basket 

• Manufacturing material should be of flame retardant. 
• Adjustment as per head size and shape should be possible (52 to 63 cms). 
• Should have high shock absorbing quality . 

The lining shall be strong , flame resistant and washable and should be of special material to prevent skin 

irritation . 
Chin Strap 

• Should be made of flame retardant cotton material made to purpose . 
• Chin strap shall be either rotating ratchet type or 4 - point chin - neck strap with plug in connector so as to fit 

all sizes. 
Adjustable Face Protector Visor 
• Visor shall be 2mm polycarbonate , anti- scratch coated , Optical class 2, ballistic protection class B and 

approved to EN . 
• The visor shall be slidable into the helmet when not required . It shall not be tilt up and down type. 
• Should offer face protection against elevated temperatures and mechanical impact . 
• Reflective tapes made of flame resistant material shall be provided . 


Anti flash hood 

The antiflash hood shall be comfortable to wear and shall offer superior resistance to high temperature and direct 
flame contact . The hood shall be easily washable / dry -cleanable and must be possible to wear over a breathing facemask 
or under the fireman s helmet. The antiflash hood shall be as per EN13911:2004 standard. 


01 
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e - Tendering System Government of Kerala 

Tender Details 


19th November, 2016 ., 4 .28 p . m . 


Basic Details 


Organisation Chain 


Kerala Fire and Rescue Services Headquarters Fire and Rescue Divisional Office, Palakkad 


KFRS - DOPKD -E - TENDER No.-7 / 2016 - 17 /SN 


Tender Reference 
Number 


Tender Id 


2016 FRS 87599 1 
Open Tender 
Goods 


Form of contract 


Tender Type 
Tender Category 


Supply 


No. of Covers 


No 


General Technical 
Evaluation Allowed 


Itemwise Technical 
Evaluation Allowed 


Payment Mode 


Online 


No 


Is Multi Currency 
Allowed For BOQ 


No 


Is Multi Currency 
Allowed For Fee 


Payment Instruments 


Cover Details, No. of Covers -2 


Bank Name 


Online S. No 
Bankers 


Cover 


Document Type 


Description 


Cover 
No. 


1. 
2 


SBT Bank 
SBT NEFT/RTGS 


Fee /Pre Qual/ 
Technical 


Technical 
Specification of the 
item along with 
diagrams 


.pdf 


.pdf 


Agreement in Rs. 
200 Kerala Stamp 
Paper 


.pdf 


Brochure /Pamphlet 
of the Product 


.pdf 


Work experience 
certificate or other 
relevant details 


.pdf 


Scanned copy of 
declaration of 
bidder on Kerala 
stamp paper worth 

200 in 
prescribed format 
Certified copy of 
latest income tax 
clearance 
certificate of the 
firm 


.pdf 


2 


Finance 


.xls 


BOQ 
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Tender Free Details , [ Total Fee (INR )* -840 ] 


EMD Fee Details 


Tender Fee ( INR ) 


840 


EMD Amount 


4 ,000 


Yes 


EMD Exemption 
Allowed 


(INR ) 


Fee Payablei To Online 


Fee Payable At online 


EMD Fee Type 


percentage 


EMD Percentage 


1.0 % 


EMD Payable To 


online 


EMD Payable At 


online 


Yes 


Tender Fee 
Exemption 
allowed 


Work /item (s ) 


Title 


Purchase of 4 Nos. Fire entry /proximity suit 


Work Description 


Purchase of 4 Nos. Fire entry /proximity suit 


Pre Qualification 


Please refer Tender documents. 


Details 


Independent External NA 
Monitor 


Tender Value 


INR 4,00,000 


Product Category 


Equipments 


Sub category 


Fire entry / 
proximity Suit 


Contract Type 


Tender 


Bid Validity ( Days) 


270 


30 


Period of 
Work (Days ) 


Location 


Palakkad 


Pincode 


678001 


Pre Bid Meeting 


Palakkad 


Place 


Pre Bid Meeting Date 5 -Dec - 2016 


Bid Opening Place 


Pre Bid Meeting 
Address 


Divisional 
Office, Palakkad 


11 . 00 a . m . 


Divisional office , 
Fire and Rescue 
Services 
Palakkad -678 001 


Critical Dates 


Publish Date 


19 -Nov.-2016 , 5 .00 p . m . 


Bid Opening Date 


27-Dec.-2016 11. 00 a. m . 


Document Download /Sale Start 


19 -Nov.- 2016 , 5 .10 p . m . 


Document Download /Sale End 24 -Dec .- 2016 11.00 a . m . 
Date 


Date 


Clarification Start Date 


NA 


Clarification End Date 


NA 


Bid Submission Start Date 


19 -Nov.-2016, 5.30 p. m . 


Bid Submission End Date 


24 -Dec.-2016 11. 00 a.m . 
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Bid Openers List 


Bid Opener Designation 


Bid Opener Login Id 


Sl. Bid Opener Name 
No. 


Divisional Officer 


1 
2 


Mr. Arunkumar Ramaswamy Achary 
Mr. Madhu , G . 


Senior Superintendent 


arundopkd @ gmail.com 
madhumashrohini©gmail.com 
cvsureshpkd @ gmail.com 
renjithsto @ igmail.com 


3 


Mr. Suresh , C . V . 


Station officer Motor Transport 
Assistant Divisional Officer 


4 


Mr. Renjith , P. 


Tender Documents 


NIT 


Document 
Size (in KB) 


Document 


Sl . No . Document Name 


Description 


1 


NIT 1 pdf. A 


133.65 


Notice inviting tender for the 
Purchase of 4 No. fire entry / 
proximity suit 


Sl. No . Document Name 


Document Type 


Description 


Work Item 
Documents 


Documents 
Size (in KB) 


Agreement pdf A 


Additional Documents 


Agreement 


334. 54 


Condition pdf A 


Additional Documents 


Specification 


47.06 


Additional Documents 


Conditions 


Specification pdf A 
Superscription pdf A 


83.21 
53.68 


4 


Additional Documents 


Superscription 


BOQ 104970 xis 


BOQ 


BOQ 


280 .00 


Tender Inviting Authority 


Name 
Address 


Divisional Officer 
Divisional Office , Fire and Rescue Services Pakkad -678 001 


Tender Creator Details 


Created By 
Designation 
Created Date 


Renjith , P. 
Assistant Divisional Officer 
18 -Nov - 2016 , 7 .09 p . m . 


Divisional Office , 
Fire and Rescue Services, 
Palakkad . 


(Sd .) 
Divisional Officer. 
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e- TENDER NOTICES 


No. M1- 14644 /2016 . 


17th November 2016 . 


e - Tenders in two cover system are invited from 
competent manufacturers or their authorised dealers with 
adequate stock and spares and repair capabilities for the 
supply of tyres as per the specifications to department of 
Fire and Rescue Services. 


Sl. 


Tyre Types 


Required 


Tyre 
Size 


No. 


Nos. 


1 


530 


2 


190 


Nylon 16 PR Line Threaded — 10. 00 20 
Tyre, Tube & Flap 
Nylon 16 PR Cross Threaded — 10. 00 20 
Tyre , Tube & Flap 
Nylon 16 PR Line Threaded — 9.00 x 20 
Tyre, Tube & Flap 


3 


40 


4 


7 .50 Ⓡ 16 


300 


5 
6 


Nylon 14 PR Line Threaded — 
Tyre, Tube & Flap 
Radial SBR — Tyre & Tube 
Nylon 12 PR Line Threaded 
Tyre , Tube & Flap 
Nylon 8 PR Line Threaded - 
Tyre & Tube 


185/85R16 
7.00 Ⓡ 16 


100 
65 


The tender has two parts 

1. Technical Bid 

2 . Financial Bid (BOQ ) 

Tender No. with PAC — KFRS -e - Tender No . KFRS / 
e- Tender No. 6 /2016 - 17. — 120 Lakhs. 

EMD1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount to be 
furnished as bank guarantee of a scheduled bank . 

Cost of e - Tender (online submission ) - 18 ,000 + 
VAT @ 5 %. 

Closing date and time of e- tender - 19 -12- 2016 , 4 p. m . 

Last date and time of receipt of e -tender 
19- 12-2016 , 4 p . m . 
Date and time of opening of e-tender 

1. Technical Bid23 -12 -2016 , 11 a. m . 

2 . Financial Bid — 26 - 12 -2016 , 11 a. m . 
Date and time of Document Verification Technical 
Evaluation — 24 - 12 - 2016 , 11. a. m . 

Date and time of Pre bid meeting — 24 - 11-2016 , 2 p . m . 

Date upto which the rates are to remain firm for 
acceptance — 31 - 3 - 2017 . 

Period of supply — Within 30 days of receipt of 
supply order. 

The bidder desiring to take part in the bid shall log 
into https ://etenders .kerala .gov .in and then select tender 
and make the initiate payment. Bidders will be directed to 
the payment gateway page of the State Bank of 
Travancore . There are two options- State Bank of 
Travancore SBT Net banking payment, payment through 
NEFT from other banks to the payment gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and 
necessary portal enrollment bidders can visit the website 
https ://etenders.kerala .gov.in . 

Tenders will be opened in the online in the presence 
of such tenderers or their authorized representatives who 
have logged in before the prescribed time of opening of 
technical & financial bids. If the date fixed for opening 
happens to be a holiday or in case of any net 
connectivity failere , the tenders will be opened in the next 
working day, at the same time. 

The tenderer or his representative, shall be 
physically present at the Fire and Rescue Services 
Headquarters on the date prescribed with necessary 
documents and presentations on all the technical aspects 
of item for verification . 

The price of the e -tender form shall be received only 
through online payment SBT/SBT NEFT. 


7 


6 .00 x 16 


3 .25 x 19 


8 
9 
10 


Nylon Grip Tyre & Tube 
Radial, SBR , Tyre & Tube 
Radial, SBR — Tyre & Tube 


185/60R14 
215/75R15 


80 


Total 


1439 


• All tyres shall comply with relevant Indian 

standared and ISI Mark should be noted in the 
Tyre clearly. 
A Specification compliance statement in the 
following performa shall be submitted along with 
the offer, and the statement should be complete 
in all aspect and should cover each and every 

details of specification . 

The tender is to be submitted as e -tenders through 
https:// etenders.kerala . gov .in Since this is an e -tender, only 
those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC ) can 
participate in the tender. 


e - Tender document and other details can be obtained 
from the above e -portal. 
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The cost should be quoted in Indian currency only. 


Tender opening and evaluation 
(a ) Soon on opening the technical bid of e -tenders, 
the committee constituted to evaluate the tender will meet 
and scrutinize the tender documents along with technical 
specification of the item submitted with the 
e -tender. There will not be any further communications 
about the opening of the technical and financial bids 
seperately . 


(b ) 


The tender has two covers. 

• Technical Cover 

• Financial Cover 

The first cover i.e :, the technical cover shall be 
uploaded with the following document: 
1. Scanned copy of specification compliance 

statement of the product along with diagrams 
intended to supply . 

The bidder should prepare the specification 
compliance Statement in the following 
proforma and upload it duly signed . 
The Specification Compliance Statement 
should contain all the details in the 
Departmental technical specifications and the 
compliance to the same to be properly marked 
and deviation , if any , shall be marked in the 
compliance statement. 


The financial bid belonging to those manufacturers 
of their authorised dealers who qualified in the 
technical bid of the equipment required by 
Kerala Fire & Rescue Services Department alone 
will be considered . 


(d ) 


Specification Compliance Statement for Tyre 


Sl. Detail of 
No. Departmental 

Technical 
Specification 


Detail of the 

product 
offered 


Deviation from 
Departmental 

Technical 
Specification , 

if any 


2. Scanned copy of the agreement in the 

prescribed format in Kerala Stamp Paper worth 

* 200 . 
3 . Brochure of the product intended to 

supply . 
4 . Previous supply order or other relevant 

details. 
Scanned copies of the declaration by the bidder 
on Kerala Stamp Paper worth 200 to the effect 
that no Vigilance Case has been charge sheeted 
and pending trial at Court against him /his 
partner /s or any of his directors in connection 
with fabrication / supply of similar product made 
earlier to this Department. 

................( Name, Address, Firm ), do 
hereby declare that no Vigilance Case have been 
charge sheeted and pending trial at Court against 
me, any of my partner/s or any of my directors, 
in connection with fabrication /supply of similar 
Product made earlier to Kerala Fire and Rescue 
Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any 
Government agencies /PSUs in Kerala . 


On finalization of the same the second cover 
i.e. the financial bid of the concerned competent 
firm will be opened for consideration . 
The bidder should upload the supporting 
documents along with the Technical cover. 
The originals of Technical specification 
compliance statement of the product, Agreement 
in stamp paper worth " 200 the declaration 
on Kerala Stamp Paper worth 200 and 
brouchers/ Photograph of the item intended to 
supply shall be produced before the undersigned 
soon after the financial bid opening. 
After opening the financial bid , financial 
evaluation will be done and the details will be 
uploaded in the financial evaluation 
field of the e-tender site, only after consultation 
with the DPc. The decision of the DPC shall be 
final on the admissibility of the tender and 
thereafter the awarding of the contract. 
The right of acceptance or rejection of e-tender or 
cancelling the tender without assigning any 
reason , at any stage of tendering, is solemnly 
vested with the Director General, Kerala Fire and 
Rescue Services, or a committee appointed by him . 
The rules and regulations prescribed for 
e -tenders by the Government of Kerala/ Store 
Purchase Manual, Governmentof Kerala shall 
be applicable to this e - tender also . If any 
tenderer wants any clarifiation on any aspect 
of the tender, he/she can send email to 
dt. frs @ kerala.gov. in . or fax to 0471-23 37422 . 
Details with respect to the e -tender and the 
details of specifications of the item to be 
purchase can be obtained from the e -tender 
website https // etenders. kerala .gov. in . 
Any legal disputes that may arise in relation to 
the e -tender formalities will be restricted to the 
jurisdiction of Thiruvananthapuram District Court. 


(h ) 


( i) 
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TENDER CONDITIONS 


(5 ) Anybody attempting 

to offer bribe or 
otherwise influence 
in any manner the 
officials of the Kerala 
Fire and Rescue 
Services or its 
supervisory levels 
in the Government 

will be disqualified . 
(6 ) Unit price of each 

item shall be 
furnished to the 
department by the 
successful tenderer 
before awarding the 
contract. 


Kerala Fire & Rescue Services 
Headquarters, 
Fire Force Junction , 
Thiruvananthapuram - 695 001 . 


A . HEMACHANDRAN , I. P . S . 

Director General. 


1. Whether samples are : Pamphlets, 
essential 

Photograph , Drawings 
CD etc . should be 
uploded along with 

the tender. 
2. Period with in which : Within 30 days from 
goods should be delivered receipt of supply 

order . 
3. Rates should be quoted : f.o .r., 

including all taxes and Thiruvananthapuram 
transportation charge 

and rate of AMC . 
4. Payment 

: 1 0 0 % P a y m e n t 

against delivery at 
Thiruvananthapuram 
and acceptance by an 

acceptence the committee 
5 . Other Special Conditions : (1) A warranty of 12 

months from the 

delivery of the item . 
(2 ) EMD 1 % of PAC in 

online payment. 
(3) Security deposite / 

Bank guarantees 5 % 
of total contract 
amount to be furnished 
as mentioned in the 
notice inviting e 
tender which will be 
released after the 
expiry of the 

warrenty period. 
(4 ) Any firm whose 

proprietor, partner or 
Director is involved 
in a Vigilance Case 
has been charge 
sheeted and pending 
trial at court in 
connection with 
fabrication / supply of 
similar product made 
earlier to this 
department/Kerala 
Government are not 
eligible to participate 
and shall be barred 
from paticipating in 
this tender. 


Forest Department 

ദർഘാസ് പരസ്യം 
നമ്പർ എ2- 2740 / 2016 . 

- 2016 നവംബർ 18 . 
- ആലപ്പുഴ സോഷ്യൽ ഫോറസ് ടി ഡിവി ഷനിലെ 
2016 - 17 സാമ്പത്തിക വർഷത്തിൽ വിവിധ പദ്ധതികൾക്കായി 
വൃക്ഷത്തെകൾ ഉൽപ്പാദിപ്പിക്കുന്നതിന് ചുവടെ ചേർത്തിട്ടുള്ള 
പട്ടിക -1 , പട്ടിക -II, പട്ടിക - III , പട്ടിക - IV എന്നിവ പ്രകാരം 
യഥാ കമം വിശ ദ മാ ക്കിയിട്ടുള്ള അളവിൽ പോളിത്തീൻ 
കവറുകൾ, മണൽ, മണ്ണ്, ചാണകം (ഉണങ്ങിയത്) എന്നിവ 
സപ്ലെ ചെയ്യുന്നതിന് പട്ടിക -l, പട്ടിക - II , പട്ടിക - III , പട്ടിക -IV 
എന്നിവയ്ക്കായി വെവ്വേറെയുള്ള ദർഘാസുകൾ അംഗീകൃത 
ഉൽപ്പാദകരിൽ നിന്നും വിതരണക്കാരിൽ നിന്നും മുദ്രവച്ച 
കവറിൽ ക്ഷണിച്ചുകൊള്ളുന്നു . പ്രസ്തുത കവറിന്റെ പുറത്ത് 
“ പോളി ത്തീൻ കവറു കൾ സപ്ലേ ചെയ്യുന്നതിനുള്ള 
ദർഘാസ്/മണൽ, സപ്ലെ ചെയ്യുന്നതിനുള്ള ദർഘാസ്/മണ്ണ്, 
സപ്ലെ ചെയ്യുന്നതിനുള്ള ദർഘാസ്/ചാണകം (ഉണങ്ങിയത്); ” 
സപ്ലെ ചെയ്യുന്നതിനുള്ള ദർഘാസ്എന്നെഴുതി അസിസ്റ്റന്റ് 
ഫോറസ്റ്റ്കൺസർവേറ്റർ, സോഷ്യൽ ഫോറസ്ട്രി ഡിവിഷൻ, 
കൊമ്മാടി പി . ഒ . ആലപ്പുഴ- 7 എന്ന മേൽവിലാസത്തിൽ 
നിശ്ചിത സമയത്തിനകം സമർപ്പിക്കേണ്ടതാണ്. 

-- പട്ടിക - I 

പോളിത്തീൻ കവറുകൾ 
പോളിത്തീൻ കവറിന്റെ - സെസ് 12 സെ . മീ . x 18 സെ . മീ ., 
വിശദാംശങ്ങൾ 

150 ഗേജ്, (എൽ. ഡി.), താഴ്ഭാഗത്തു 
നിന്നും 2 സെ . മീ . ഉയരത്തിലായി 

രണ്ട്പഞ്ച്ദ്വാരമുള്ളത് ( നാല് ദ്വാരം ). 
ആവശ്യമുള്ള അളവ് - 250000 എണ്ണം( ഏക ദേശം 

625 കിലോഗ്രാം) 


അടങ്കൽ തുക 


ഏകദേശം 1 89,000 


നിരതദ്രവ്യം 


_ - 2,225 


ടെണ്ടർ ഫോറത്തിന്റെ വില 


- | 500 + വാറ്റ്. 
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പട്ടിക - II 


ചെമന്ന മണ്ണ് 
ആവശ്യമുള്ള അളവ് - ഏ ക ദേശം 120 M 


| 2. എസ്. എസ്. ഐ . യൂണിറ്റുകൾ നിരതദ്രവ്യം നൽകേണ്ടതില്ല . 
അത്തരം സ്ഥാപനങ്ങൾ അതാത് ജില്ലാ വ്യവസായ 
കേന്ദ്രം മാനേജരുടെ ഇതു സംബന്ധിച്ച യോഗ്യതാ 
സർട്ടിഫിക്കറ്റ് ഹാജരാകേണ്ടതാണ്. 


അടങ്കൽ തുക - ഏകദേശം 1,25, 000 


നിരതദ്രവ്യം - 3125 
ടെണ്ടർ ഫോറത്തിന്റെ വില - 500 + വാറ്റ്. 

പട്ടിക - III 


മണൽ 


ആവശ്യമുള്ള അളവ് - ഏ ക ദേശം 40 M 
അടങ്കൽ തുക - ഏകദേശം - 1,00,000 
നിരതദ്രവ്യം - 2,500 
ടെണ്ടർ ഫോറത്തിന്റെ വില - - 500 + വാറ്റ്. 

പട്ടിക -IV 


3. അംഗീകരിക്കപ്പെടുന്ന ദർഘാസുകാരൻ അംഗീകരിച്ച 
ആകെ തുകയുടെ അഞ്ച് ശതമാനം 5 % തുക കൂടി 
സെക്യൂരിറ്റി വച്ച് ദർഘാസ് അംഗീകരിക്കുന്നതായി 
അറിയിക്കുന്ന തീയതി മുതൽ ഏഴ് (7 ) ദിവസത്തിനകം 
ആലപ്പുഴ സോഷ്യൽ ഫോറസ്ട്രി അസിസ്റ്റന്റ് ഫോറസ്റ്റ് 
കൺസർവേറ്ററുമായി കരാറിലേർപ്പെടേണ്ടതാണ്. 
- കരാറിൽ ഏർപ്പെടുന്ന തീയതി മുതൽ കരാർ 
പ്രകാരമുള്ള സാമഗ്രികൾ ആവശ്യാനുസരണം സപ്ല 
ചെയ്യേണ്ടതാണ്. 
- പട്ടികകളിൽ രേഖപ്പെടുത്തിയിട്ടുള്ള അളവ് ഏകദേശം 
മാത്രമാണ്. ഫണ്ടിന്റെ ലഭ്യത അനുസരിച്ച് അളവിൽ 
മാറ്റം വരുത്തുവാനുള്ള അധികാരം ആലപ്പുഴ സോഷ്യൽ 

ഫോറ സ് ടി അസിസ്റ്റന്റ് കൺസർവേറ്ററിന് 
ഉണ്ടായിരിക്കും. 


ഉണക്ക ചാണകം 


ആവശ്യമുള്ള അളവ് - ഏ ക ദേശം 40 M 


അടങ്കൽ തുക – ഏകദേശം 1 33,000 


6. മേൽപ്പറഞ്ഞ ദിവസങ്ങൾക്കുള്ളിൽ നിശ്ചിത അളവിൽ 
സയെ പൂർത്തിയാക്കുവാൻ സാധിക്കാത്ത പക്ഷം ടി 
ദർഘാസ് റദ്ദാക്കിയതായി കണക്കാക്കുകയും ടിയാന്റെ 
നഷ്ടോത്തരവാദിത്വത്തിൽ പുനർ ദർഘാസ് നടത്തുന്നതു 
മായിരിക്കും. 


നിരതദ്രവ്യം - 
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ടെണ്ടർ ഫോറത്തിന്റെ വില - 300 + വാറ്റ്. 


ടെണ്ടർ ഫോറം വിൽക്കുന്ന തീയതിയും സമയവും 
22 - 12 - 2016, 1 മണി വരെ. 

ടെണ്ടർ ഫോറം സ്വീകരിക്കുന്ന തീയതിയും സമയവും - 
22 - 12 - 2016 , 3 മണി വരെ. 


7. മുകളിൽ പറഞ്ഞിരിക്കുന്ന വ്യവസ്ഥകൾ പ്രകാരവും 
സപ്ലെ ചെയ്തി രി ക്കുന്ന സാധ ന ങ്ങ ൾ കരാർ 
പകാ രമുള്ള സപ്ല നിശ്ചിത ദിവ സ ത്തി നകം 
തൃപ്തികരമായി പൂർത്തിയാക്കി കഴിഞ്ഞാൽ സെക്യൂരിറ്റി 
വിടുതൽ ചെയ്യുന്നതിന് ആവശ്യമായ ടാക്സ് ക്ലിയറൻസ് 
സർട്ടിഫിക്കറ്റുകൾ ഹാജരാക്കി സെക്യൂരിറ്റി മടക്കി 
വാങ്ങേണ്ടതാണ്. 


- ടെണ്ടർ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
22 - 12 - 2016, 3. 30 മണി വരെ. 


- പൂരിപ്പിച്ച ദർഘാസ് ഫോറങ്ങൾ 22 - 12- 2016 പകൽ 
3 മണിവരെ സ്വീകരിക്കുന്നതും അന്നേദിവസം പകൽ 3.30 - ന് 
സ്ഥലത്ത് ഹാജ രാ യിട്ടുള്ള ദർഘാസുകാരുടെകൂടി 
സാന്നിദ്ധ്യത്തിൽ തുറന്ന് പരിശോധിക്കുന്നതുമാണ്. 
- പസ്തുത ദിവസം പൊതു ഒഴിവു ദിവസമായി 
പ്രഖ്യാപിക്കുന്നപക്ഷം അടുത്ത പ്രവർത്തി ദിവസം 
നിശ്ചിത സമയത്തും, സ്ഥലത്തും ഫോറങ്ങൾ യഥാകമം 
ലഭ്യമാക്കുന്നതും സ്വീകരിക്കു ന്ന തും തുറന്ന് പരിശോധി 
ക്കുന്നതുമായിരിക്കും. 


8. കേരളാ ഫോറസ്റ്റ് കോഡിലും, കേരളാ സ്റ്റോർ പർച്ചേസ് 
മാനുവലിലും പറയുന്ന വ്യവസ്ഥകൾ ഈ ദർഘാസിനും 
ബാധകമാണ്. ടി സാമഗ്രികൾ ആലപ്പുഴ, ചെങ്ങന്നൂർ 
റേഞ്ചു ക ളിൽ വിവിധ നേഴ്സറി സൈറ്റു ക ളിൽ 
എത്തിക്കുന്ന തിനുള്ള ട്രാൻസ്പോർട്ടിംഗ് ചാർജ്ജ്, 
കയറ്റിറക്ക് കൂലി എന്നിവയിക്ക് അടക്കമുള്ള വിലയാണ് 
ടെണ്ടർ ഫോറത്തിൽ രേഖപ്പെടുത്തേണ്ടത്. 
കൂടുതൽ വിവരങ്ങൾ ക്ക് പവ്യ ത്തി ദിവസങ്ങളിൽ 
ആലപ്പുഴ സോഷ്യൽ ഫോറസ്ട്രി ഡിവിഷൻ ഓഫീസിലോ, 
0477 - 2246034 എന്ന ഫോൺ നമ്പരിലോഅന്വേഷിക്കാവുന്നതാണ്. 


നിശ്ചിത നിരതദ്രവ്യം ഇല്ലാത്തതോ വ്യക്തമായി തുക 
രേഖപ്പെടുത്താത്തതോ പ്രാഥമിക ഉടമ്പടി ചേർത്തിട്ടില്ലാത്തതോ 
ആയ ദർഘാസുകൾ നിരസിക്കുന്നതായിരിക്കും. 


- No. A2- 2740 /2016. 


- 18th November 2016. 


- വ്യവസ്ഥകൾ 


1. നിര ത ദ വ്യം സ്റ്റേറ്റ് ബാങ്ക് ഓഫ് ഇന്ത്യ, ആലപ്പുഴ 
സിവിൽ സ്റ്റേഷൻ ബാഞ്ചിൽ മാറാവുന്ന ഡിമാന്റ് 
ഡാഫ്റ്റായി താഴെ ഒപ്പിട്ടിരിക്കുന്ന ഉദ്യോഗസ്ഥന്റെ 
പേരിൽ പ്ലഡ്ജ് ചെയ്ത് ദർഘാസിനൊപ്പം ഹാജരാ 
കേണ്ടതാണ്. 


Separate sealed tenders are invited from the authorized 
suppliers/producers for polythene cover, soil, sand and 
cowdung for raising seedlings as per following schedule . 
Sealed cover containing the tender should be superscribed 
- as tender for polythene cover /tender for sand/tender for soil/ 
tender for cowdung. The tender should be addressed to the 
Assistant Conservator of Forests, Social Forestry Division , 
Kommady P . O ., Alappuzha. 
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CONDITIONS 


SCHEDULE- I 
Polythene Covers 


1. 


Details — Size 12 cm x 18 cm , 150 guage 
(LD ) 2 punch holes ( 4 holes) 2 cm above from bottom 

Quantity — 250000 Nos. ( approximate 625 Kg). 
Estimate 89,000 ( approximate ) 
EMD — * 2,225 
Value of tender form — 500 + VAT. 


The filled up tender should be accompanied with an 
EMD @ 2 .5 % of the estimate PAC in the form 
of D . D . payable at SBI, Civil Station Branch 
Alappuzha and should pledged in the name of 
Asst.Conservator of Forests , Social Forestry . 
Alappuzha . 


TAL 


erv 


2 . SSI Units are exempted from paying EMD 


SCHEDULE — II 


3. Successful tenders should furnish a performance 

security @ 5 % of the agreed PAC and should 
execute and agreement with the Asst . Conservator of 
Forests , Social Forestry, Alappuzha within 7 days in 
receipt of communication regarding the acceptance of 
tender. 


Soil (red ) 
Quantity — 120 M (approximate) 
Estimate — 1,25 ,000 (approximate ) 
EMD 3, 125 
Value of tender form — 500 + VAT 

SCHEDULE — III 

(Sand ) 
Quantity — 40 M ( approximate ) 
Estimate — 1, 00 ,000 ( approximate) 
EMD \ 2500 
Value of tender form — 500 + VAT 


After executing the agreement . the tenderer is 
obliged to supply the materials as and when required 
by the Asst. Conservator of Forests , Social Forestry. 
Alappuzha. 


5. 


The quantity referred in the tender is approximately . 
The Asst. Conservator of Forests. Social Forestry, 
Alappuzha should have the authority to cut short/ 
increase the quantity. 


SCHEDULE — III 

Cowdung (dry) 
Quantity — 40 M (approximate ) 
Estimate — " 33,000 (approximate) 
EMD ` 825 
Value of tender form — 300 + VAT 


If the contractor/tenderer failed to effect supply as 
per agreement condition , then the security deposit 
will be forfeited to Govt. and will conduct re -tender 
at the risk and loss of the tenderer. 


The quantities of items as per schedule shall change 
as per actual requirements . 


7. On satisfactorily completion of supply the security 

deposit will be refunded to the contractor all 
production of necessary tax clearance certificate. 


Last date and time of sale of tender forms — 
22 -12-2016 up to 1 p. m . 

Last date and time of receipt of sealed tenders — 
22 - 12 -2016 up to 3 p. m . 

Date and time of opening of sealed tenders — 
22 - 12 -2016 , 3.30 p . m . 


8. 


The tenderer is liable to follow Kerala Store 
Purchase Manual and Kerala Forest Code . 


Enquires in this regard shall be made in Social 
Forestry Division Office . Alappuzha or telephone 
number 0471-2246034 on office hours. 


Tender forms are obtained from office of the Asst. 
Conservator of Forests. Social Forestry Division , 
Kommady P. O .. Alappuzha 688 007 . 

If the date fixed for tender happens to be declared as 
holiday, all proceedings will be done on the next working 
day with the same time schedule specified above . Tenders 
without enclosing prescribed EMD , without clearly 
depicting the rate and without enclosing preliminary 
agreement will be summarily rejected . 


Office of the Assistant 
Conservator of Forests , 
Social Forestry Division , 

(Sd .) 
Alappuzha . 

Assistant Conservator of Forests . 


542 


13th DEC. 2016) 


STORES PURCHASE 


1359 


Homoeopathy Department 

No. B1/ 2672/ 16/ GHMCT. 

| 14th November 2016 . 
ദർഘാസ് പരസ്യം 

Sealed tenders are invited for the supply of 

Chemicals and Equipments for the use of Government 
നമ്പർ ബി1/ 2672/ 16 / ജി.എച്ച്. എം . സി . റ്റി. 2016 നവംബർ 14. 

Homoeopathic Medical College , Thiruvananthapuram from 
തിരുവനന്തപുരം ഗവൺമെന്റ് ഹോമിയോപ്പതിക് 

the competent firms/ individuals. 
മെഡിക്കൽ കോളേജിലെ ആവശ്യത്തിലേക്ക് രാസപദാർത്ഥങ്ങളും 

Tender Number and Estimate Amount 
ഉപകരണങ്ങളും വിതരണം ചെയ്യുന്നതിനായി വ്യക്തികൾ, 

Particulars of jobs 

(approximate ) 
സ്ഥാപനങ്ങൾ എന്നിവയിൽ നിന്നും മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 

2 /2016 -17 — Supply of Chemicals - 1 ,75 ,000 
എസ്റ്റിമേറ്റ് 

3/2016-17 - Supply of Equipments - 3,00,000 
ടെണ്ടർ നമ്പരും ഇനവും 

തുകയും 

Cost of tender forms : 
(ഏകദേശം) 

| Direct _ = 400 + VAT for Sl. No . 1 and S 600 + VAT 
2 / 2016 - 17 - രാസപദാർത്ഥങ്ങൾ 

1,75 ,000 

for Sl. No. 2 . 
3/ 2016 - 17 - ഉപകരണങ്ങൾ 

3, 00, 000 

- By Post -- > 45 0 + VAT for Sl . No. 1 and 

- 650 + VAT for Sl. No. 2. 
ടെണ്ടർ ഫോറത്തിന്റെ വില : 

- Duplicate - 2 0 0 + VAT for Sl . No . 1 an d 
അസ്സൽ (ഓഫീസ് മുഖേന ) - കമ ന മ്പർ 1- ന് 

- 300 + VAT for SI . No. 2 . 
- 400 + വാറ്റ്, ക്രമനമ്പർ 2 - ന് - 600 + വാറ്റ്. 
- തപാൽ മുഖേന ക്രമനമ്പർ 1- ന് - 450 + വാറ്റ്, 

Last date and time of sale of tender forms (from 
ക്രമനമ്പർ 2 - ന് - 650 + വാറ്റ്. 

Office ) -15-12-2016, 3 p . m. 
-- പകർപ്പ് ക്രമനമ്പർ 1- ന് - 200 + വാറ്റ്, ക്രമനമ്പർ 

Last date and time of sale of tender forms by post 
2 - ന് - 300 + വാറ്റ്. 

10- 12 -2016, 3 p. m. 
ദർഘാസ് ഫോറം ഓഫീസിൽ നിന്നും വിൽക്കുന്ന 

Last date and time of receipt of tenders 
അവസാന തീയതിയും സമയവും (ഓഫീസ്മുഖേന ) 

15-12 - 2016, 3.30 p. m . 
15 - 12 - 2016 , 3 മണി. 

Date and time of opening of tenders 
തപാൽ മുഖേന - 10 - 12 - 2016, 3 മണി വരെ. 

15 -12 - 2016 , 4 p . m . 
- ദർഘാസ് സ്വീകരിക്കുന്ന അവസാന തീയതിയും 

Tender forms and other details can be had from this 
സമയവും 15- 12 - 2016, 3.30 മണി. 

office on payment of prescribed amount either directly or 

by post. Filled tenders with required documents should be 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 15 - 12- 2016 , 

submitted in separate sealed cover with an EMD of 1 % 
4 മണി. 

of total cost of articles tendered with a preliminary 
ദർഘാസ് ഫോറവും വിശ ദാം ശ ങ്ങളും താഴെ 

agreement in Kerala Stamp Paper worth - 200 and the 
ഒപ്പു വെച്ചിട്ടുള്ള ഉദ്യോഗസ്ഥന്റെകാര്യാലയത്തിൽ നിന്നും 

filled in tenders should reach the office of the Principal & 
എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും നിശ്ചിത തുക അടച്ചാൽ 

Controlling Officer, Government Homoeopathic Medical 
ലഭ്യമാണ്. പൂരിപ്പിച്ച ദർഘാസുകൾ വിശദമായ എസ്റ്റിമേറ്റ് 

College , Iranimuttom , Thiruvananthapuram within the 
സഹിതം പ്രത്യേകം സീൽ ചെയ്ത കവറുകളിൽ ടെണ്ടർ 

prescribed date and time. Only cash and money orders are 
നമ്പരും ടെണ്ടറിന്റെ പേരും വ്യക്ത മായി രേഖപ്പെടുത്തി 

accepted for issuing tender forms. Tender number and 
സമർപ്പിക്കേണ്ടതാണ്. ക്വാട്ട് ചെയ്യുന്ന ആകെ വിലയുടെ ഒരു 

name of tender should be clearly specified in each cover 
ശത മാനം വരുന്ന തുക നിര ത ദ വ്യ മായും - 2 00 - ന്റെ 

while submitting tender forms and for other 
മുദ്രപത്രത്തിൽ ഒരു പ്രാഥമിക ഉടമ്പടിയടക്കം പൂരിപ്പിച്ച 

correspondence . Tenders received after specified date and 
ദർഘാസുകൾ നിശ്ചിത തീയതിയ്ക്കകം പ്രിൻസിപ്പാൾ ആന്റ് 

time will summarily be rejected . If the date of opening of 
കൺട്രോളിംഗ്ഓഫീസർ, ഗവൺമെന്റ് ഹോമിയോപ്പതിക് 

tender happens to be a holiday, the tender will be opened 
മെഡിക്കൽ കോളേജ്, ഐരാണിമുട്ടം, മണക്കാട് പി . ഒ ., 

on the next working day itself. 
തിരുവനന്തപുരം-9 എന്ന വിലാസത്തിൽ ലഭിച്ചിരിക്കേണ്ടതാണ്. More details can be had from this office over the 
നിശ്ചിത ദിവസവും സമയവും കഴിഞ്ഞ് ലഭി ക്കു ന്ന - Telephone No . 0471- 2459459 on all working days. 
ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല . ദർഘാസ് തുറക്കുന്ന 
ദിവസം അവധി ദിവസമായി പ്രഖ്യാപിക്കപ്പെടുകയാണെങ്കിൽ 

Government Homoeopathic 
അടുത്ത പ്രവൃത്തി ദിവസം ദർഘാസുകൾ തുറക്കുന്നതാണ്. 

Medical College Hospital, 
കൂടുതൽ വിവരങ്ങൾക്ക് എല്ലാ പ്രവൃത്തിദിവസങ്ങളിലും Iranimuttom , 
ഓഫീസിൽ നേരിട്ടോ 0471- 2459459 എന്ന ഫോൺ നമ്പരിൽ Thiruvananthapuram , 
ഫോൺമുഖേനയോ അന്വേഷിക്കാവുന്നതാണ്. 

Phone- 0471 -2459459 . Principal & Controlling Officer. 
543 


( Sd.) 


1360 


KERALA GAZETTE 


[PART III 


Medical Education Department 


ദർഘാസ് പരസ്യം 


നമ്പർ സി5 -32208/ 2016 / എം . സി. റ്റി . 2016 നവംബർ 14. 
- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ എം . സി . എച്ച്. 
സ്റ്റോറിലേക്കാവശ്യമായ സാധനങ്ങൾ വിതരണം ചെയ്യാൻ 
താൽപര്യമുള്ളവരിൽ നിന്നും നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു. 

ദർഘാസ് നമ്പർ 56/ 2016. 

സാധനങ്ങളുടെ പേര് കോംപ്ലക്സസ് ഫോർമുലേഷൻ 
ഫോർ സ്റ്റബി ലെസ് ഡ് ഹൈഡജൻ പെറോക്സൈഡ് 
10 % W / v with 0 .01 % W / v ഓഫ് ഡെപ്യൂട്ടഡ് സിൽവർ 
നൈട്രേറ്റ് സൊല്യൂഷൻ. 
എണ്ണം 1 L X 500 ബോട്ടിൽ. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 800. 

ശരിപ്പകർപ്പ് - 400. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും -- 19 - 12 - 2016, 3 മണി. 

ദർ ഘാസ് ഫോറം സ്വീക രി ക്കുന്ന അ വ സാന 
തീയതിയും സമയവും 20-12- 2016, 2.30 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 20 - 12 - 2016, 
3 മണി. 


Tender Number - 56/2016 . 

Name of Equipment — Complex formulation for 
stabilized hydrogen Peroxide 10 % W / v with 0 .01 % W /v of 
diluted Silver nitrate Solution 

Quantity — 1L x 500 Bottle. 
Cost of tender form ( inclusive VAT ): 

Original — * 800. 

Duplicate - 400 . 
Last date and time of sale of tender form 
19 -12- 2016, 3 p . m . 

Last date and time of receipt of tender form 
20 -12 -2016 , 2 .30 p . m . 

Opening date and time of tender - 20 - 12 - 2016, 
3 p . m . 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( 50 ) is sent by way of Money Order in favour of 
the Principal, Medical College, Thiruvananthapuram, 
Kerala State , Pin -695 011. Money Order should reach this 
office on or before 26 - 11 - 2016 . No other forms of 
remittance will be accepted. 

SCHEDULE 
1. The period for which the rates to be in firm 

One year. 
The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and for 

free delivery at the department concerned . 
3. Advance payments conditions will not be considered . 
4 . Tender forms are neither transferable nor the cost of 

it will be refundable under any circumstances. 
5. Tenders are to be sent with details and illustrated 
| pamphlet ( wherever necessary ) neatly typed . 

Manuscripts should be avoided as far as possible . 
6 . Tenders should be accompanied with a formal 

agreement executed in - 100 Kerala Non - Judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits. 
7. Earnest Money Deposits (One percentage) of the 

total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College , 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders . 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട 
തുക ( 50 ) അധികമായി അയക്കേണ്ടതാണ്. ദർഘാസ് 

ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീക രി ക്കു ന്ന താ ണ്. അ ല്ലാ തെ യുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കു ന്ന താ ണ്. ഫോറ ത്തോടൊപ്പം 
മുദ്രപത്ര ങ്ങ ളോ മറ്റേ തെ ങ്കിലും ഡോക മെന്റു കളോ 
അയയ്ക്കാൻ ആവശ്യപ്പെട്ടു കൊണ്ടുള്ളതും മേൽവിലാസം 
വ്യക്തമല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകൾ ഈ ഓഫീസിൽ 26 - 11 - 2016 - ന് മുൻ പ് 
കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണിയോർഡറുകൾ 
നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല . 
താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങ ൾ പവ്യത്തി 
ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും ലഭിക്കുന്നതാണ്. 


No. C5 /32208/ 2016 /GMCT. 


14th November 2016. 


Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for the MCH Store of Medical College Hospital, 
Thiruvananthapuram . 

Tender should be superscribed , Tender numbers and 
addressed to the Principal, Government Medical College , 
Thiruvananthapuram , Pin -695 011 . Details can be had from 
this office on working hours till 3. 30 p . m . 
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ദർഘാസ് ഫോറത്തിന്റെ വില : 


- 9. Tenders unsealed, unsigned or submitted without 

superscription as specified are liable to be rejected . 


10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 


അസ്സൽ - 1, 580 

ശരിപ്പകർപ്പ് - 790 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
- സമയവും-- 19 - 12 - 2016, 3 മണി. 


11. Belated tenders will not be considered under any 

circumstances. 


ദർ ഘാസ് ഫോറം സ്വീക രി ക്കുന്ന അ വ സാന 
തീയതിയും സമയവും -- 20 - 12 - 2016, 2.30 മണി. 


12 . 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection . 


- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമ യ വും -- 
20 - 12 - 2016 , 3 മണി. 


13. Tenders should bear the signature and full Postal 

address of the tenderers witness wherever 
necessary . 


14. The undersigned reserves the right to reject any 

tender wholly or partially without any prior 
information to the tenderers. 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട 
- തുക ( 50) അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് 

ഫോറത്തിന്റെ വില ആഫീസിൽ നേരിട്ടോ മണിയോർഡർ 
ആയോ സ്വീക രി ക്കു ന്ന താ ണ് . അ ല്ലാ തെ യുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കു ന്ന താണ്. ഫോറ ത്തോടൊപ്പം 
മുദ്രപത്രങ്ങളോ മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ 
ആ വശ്യപ്പെട്ടു കൊ ണ്ടു ള്ള തും മേൽ വി ലാസം വ്യക്ത 
മല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
മണിയോർഡറുകൾ വഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകൾ ഈ ആഫീസിൽ 2 - 12 - 2016 - നു മുൻ പ് 
- കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ 
നിര സി ക്കു ന്ന താ ണ് . ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അയച്ച തുക തിരിച്ചുകിട്ടുന്നതുമല്ല . 
താമസിച്ചു കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീക രി ക്കു ന്ന ത ല്ല . കൂടു ത ൽ വി വ ര ങ്ങ ൾ പവർ ത്തി 
ദിവസങ്ങളിൽ ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


15 . Specifications of the items are given in the list. 


16. Negotiation will be made only with the firm offering 

lowest price whose specifications confirm to the 

requirements in the tender notification . 
17. Tender will be opened in the presence of each of 

the tenderers or their authorized representatives 
who may present at the time. 


No. C3 - 31835/2016/ GMCT. 


16th November 2016. 


18 . More details can be had from this office on 

working hours. 


( 2 ) 


നമ്പർ സി3 - 31835 / 2016 / എം . സി . റ്റി . 


2016 നവംബർ 16 . 


Sealed competitive tenders in the prescribed form are 
invited for the supply of the following items required for 
the Fertility Centre, SATH, Govt. Medical College , 
Thiruvananthapuram . 

Tender should be superscribed tender number and 
addressed to the Principal, Medical College , 
Thiruvananthapuram , Pin -695 011. Details can be had 
from this office on working hours till 3.30 p. m . 

Tender Number - 65/2016. 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ ഫെർട്ടിലിറ്റി 
സെന്റർ, എ സ് . എ . റ്റി . എച്ച്. വിഭാ ഗ ത്തി ലേ ക്കായി 
ആ വ ശ്യ മായ താഴെപ്പറയുന്ന സാധ ന ങ്ങൾ വിതരണം 
ചെയ്യുന്നതിന് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിക്കുന്നു. ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി 
നിശ്ചിത തീയതിക്കു മുൻപ് പ്രിൻസിപ്പാൾ, മെഡിക്കൽ 
കോളേജ്, തിരുവനന്തപുരം, പിൻ -695 011 , കേരളം എന്ന 
മേൽവിലാസത്തിൽ എത്തിച്ചുതരേണ്ടതാണ്. 


Name of Items 


Quantity 


CO2 (99 .995 % Medical Grade) 


250 kg 
(8 Cylinders of 31 Kg ) 
70 cum 
(10 Cylinders of 7 Cum ) 


ദർഘാസ് നമ്പർ 65/ 2016. 


Nitrogen (99.997 % UHP ) 


സാധനങ്ങളുടെ പേര് 


അളവ് 


കാർബൺഡൈഓക്സൈഡ് 
(99.995 %) 


| 250 kg 
( 8 സിലിണ്ടറുകൾ 31 kg) 


Cost of tender form ( inclusive VAT ): 

Original — · 1,580 . 

Duplicate — “ 790 . 
Last date and time of sale of tender form 
19 -12 - 2016, 3 . p . m . 


മെഡിക്കൽ ഗ്രേഡ് നൈട്രജൻ 
(99.997 % യു . എച്ച് . പി.) 


70 cum 
( 10 സിലിണ്ടറുകൾ 7 cum ) 
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Last date and time of receipt of tender form 
20 - 12 -2016 , 2.30 p. m . 

Date and time of opening of tender — 20 - 12 - 2016 , 
3 p . m . 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( 50 ) is sent by way of Money Order in favour of The 
Principal, Medical College, Thiruvananthapuram , Kerala 
State , Pin - 695 011 , Money order should reach this Office 
on or before 2 - 12 - 2016 . No other forms of remittance will 
be accepted . 


DULE 


SPECIFICATIONS FOR Co2 
1. Supply of medical grade CO2 of 99.995 % purity for 

the embryology lab . 
2 . Purity level 99 . 995 % medical grade CO2 4 .5gr. 

O2 < 8ppm , N2 < 32ppm , CO < 0 .3ppm . 

THC < 5ppm , H2- 1ppm , H2O < 5ppm . 
3 . Supply to be ensured by exchanging the existing 

CO2 cylinders/new cylinders . 
4 . The rate of CO2 shall be quoted per kg unit of 

CO2. 
5. The rental charges shall be quoted separately . 
6 . The freight and handling charges if any shall also 

be quoted separately for both to and for 

transporation of Cylinders. 
7. The supply shall be uninterrupted as per orders . 
8 . Additional cylinders shall be supplied as per 

demand . 
9. The maintenance , safety checking and certification 

of cylinders shall be done by the supplier without 

any additional cost as per mandatory requirements. 
. All cylinders to be supplied with test certificates, 

gas purity certificates and approval from the chief 

controller of explosives , Govt. of India. 
11 . User list of IVF centres utilizing CO2 shall also be 

attached along with the offer. 


10. All cylinders to be supplied with test certificates, 

gas purity certificates and approval from the chief 

controller of explosives, Govt. of India . 
11. User list of IVF centres utilizing N2 shall also be 
attached along with the offer. 

TENDER SCHEDULE 
1. The period for which the rates to be in firm — 

Running Contract for a period of one year . 
2 . The rates should be inclusive of all taxes , 

otherwise tender will be rejected without any 
notice and for free delivery at the department 

concerned . 
3. Advance payments conditions will not be 

considered . 
4. Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessery ) neatly typed . 

Manuscripts should be avoided as far as possible . 
6. Tenders should be accompanied with a formal 

agreement executed in · 200 Kerala non - judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits . 
Earnest Money Deposits (One Percentage ) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Medical College , 

Thiruvananthapuram . 
8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders . 
9 . Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances . 
For Medicines , Surgicals and Materials , Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 

selection . 
13. Tenders should bear the signature and full postal 

address of the tenderers and witnesses wherever 

necessary . 
14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers. 
15. Specifications of the items are given in the list. 
16 . Negotiation will be made only with the firm 

offering lowest price whose specification confirm to 
the requirements in the tender notification . 


10 . 


SPECIFICATIONS FOR N2 
1. Supply of ultra high purity N2 of 99 . 9995 % purity 

for the embryology lab - 2 cylinders 
2 . Purity level, UHP 99.9997 % 

O2 < 1 ppm , H2O < 1ppm , 

CO + CO2 < 0.5ppm THC < 0 . 1ppm 
3. Supply to be ensured by exchanging the existing 

N2 cylinders/new cylinders. 
4 . The rate of N2 shall be quoted per cu mm unit of 

N2. 
5. The rental charges shall be quoted separately . 
6 . The freight and handling charges if any shall also 

be quoted separately for both to and fro 

transporation of Cylinders. 
7 . The supply shall be uniterrupted as per orders. 
8 . Additional cylinders shall be supplied as per 

demand . 
9 . The maintenance , safety checking and certification 

of cylinders shall be done by the supplier without 
any additional cost as per mandatory requirements. 
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- 17. Tender will be opened in the presence of such of പോസ്റ്റേജ് സ്റ്റാമ്പുകളോ സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് ഫോറം 

the tenderers or their authorized representatives വി. പി . പി . ആയി അയയ്ക്കുന്നതല്ല . തപാലിൽ ദർഘാസ് 
who may present at the time. 

ഫോറം വേണമെന്നുള്ളവർ ദർഘാസ് ഫോറത്തിന്റെ വിലയോ 
18 . More details can be had from this office on ടൊപ്പം - 50 അധികം പോസ്റ്റൽ ചെലവിലേക്കായി മണി 
working time. 

ഓർഡർ മുഖേന സമർപ്പി ക്കേ ണ്ട താ ണ് . മണി യോ ഡർ 

ലഭിക്കേണ്ട അവസാന തീയതി 26 - 12 - 2016 - ന് വൈകുന്നേരം 
Govt. Medical College, 

( Sd.) 

3 മണി ആയിരിക്കും. 
Thiruvananthapuram . 

For Principal. 
ദർഘാസ് പരസ്യം 

No. C2/ 7546/ 2016 /DCT. 

16th November 2016. 

Sealed competitive tenders in the prescribed form are 
( 1) 

invited for the purchase of " Flash Autoclave" for 
നമ്പർ സി2- 7546 / 2016/ ഡി . സി. റ്റി . 

2016 നവംബർ 16. Orthodontics Department of Government Dental College , 
തിരു വ ന ന്ത പുരം ഗവൺമെന്റ് ദന്തൽ കോളേജിൽ 

Thiruvananthapuram for the year 2016 - 2017 . Interested 
2016 -17 വർഷം വിവിധ വകുപ്പുകളിലേക്ക് ഫ്ളാഷ് ഓട്ടോക്ലേവ് 

tenderers may submit seperate Technical Bid in one 
വിത രണം ചെയ്യു ന്ന തി ന് നിശ്ചിത ഫോറത്തിൽ മത്സ ര 

sealed envelope superscribing Tender No. 37 /2016 - 17 — 
സ്വഭാവത്തിലുള്ള ദർഘാ സു കൾ ക്ഷണിച്ചു കൊ ള്ളു ന്നു . 

Technical Bid and seperate Financial Bid in another 
താല്പര്യമുള്ളദർഘാസുകാർ ടെക്നിക്കൽ ബിഡും ഫിനാൻഷ്യൽ 

sealed cover superscribing Tender No . 37 - 2016 -17 — 
ബിഡും പ്രത്യേകം കവറുകളിൽ മുദ്രണം ചെയ്ത സമർപ്പി 

Financial Bid . Both covers should be inserted in one 
ക്കേണ്ടതാണ്. ടെക്നിക്കൽ ബിഡ് ഉൾക്കൊള്ളിച്ച കവറിന് 

cover duly sealed and should bear the superscription 
പുറത്ത് “ ടെണ്ടർ നമ്പർ 37 / 2016 - 17 - ടെക്നിക്കൽ ബിഡ്” 

" Tender No. 37/2016 -17 for the supply of Flash Autoclave " 
എന്നും ഫിനാൻഷ്യൽ ബിഡ് ഉൾക്കൊള്ളുന്ന കവറിന് പുറത്ത് 

and should be addressed to " The Principal, Government 
“ ടെണ്ടർ നമ്പർ 37/ 2016 - 17 - ഫിനാൻഷ്യൽ ബിഡ് എന്നും 

Dental College , Thiruvananthapuram , Pin -695 011 . 
എഴുതിച്ചേർക്കേ ണ്ട താ ണ് . ടെക്നിക്കൽ ബിഡിന്റെയും 

Late tenders will not be accepted . The Technical Bid 
ഫിനാൻഷ്യൽ ബിഡിന്റെയും കവറുകൾ ഒരു കവറിലാക്കി 

will be opened in the presence of such of the Tenderers 
ക വ റി നു പു റത്ത് “ ടെണ്ടർ നമ്പർ 37 / 2016 - 17 ഫ് ളാഷ് 

or their authorized representatives , who may be present 
ഓട്ടോ ക്ലേവ് വിത രണം ചെയ്യു ന്ന തി നു വേണ്ടി എന്ന് 

at that time. The Financial bid will be opened after the 
രേഖ പ്പെ ടുത്തി “ ദി ( പിൻ സി പ്പാൾ ഗവൺമെന്റ് ദന്തൽ 

date of opening of Technical bid under intimation to the 
കോ ളേജ്, തിരു വ ന ന്ത പുരം, പിൻ - 695 011 എന്ന മേൽ 

tenderes whose Technical bid found to be acceptable and 
വിലാസത്തിൽ എത്തിച്ചുതരേണ്ടതുമാണ്. 

the date of opening of Financial bid will be intimated 
- താമസിച്ച് ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. 

through e -mail, fax and by telephone. No communication 
ടെക്നിക്കൽ ബിഡ് നൽകിയവരുടെയോ അവരുടെ അംഗീകൃത will be sent to tenderers whose Technical bid seemed to 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. be not acceptable . 
ദർഘാസ് നമ്പർ 37 / 2016 -17 . 

Tender No . 37 / 2016 -17. 
ഏകദേശ വില - 5,25,000 . 

Approximate Costs 5 , 25,000 . 

EMD1 %. 
നിരതദ്രവ്യം - 1 %. 

Cost of tender form : 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

Original - 1 ,181. 
അസ്സൽ - 1,181. 

Duplicate - 591, 
ശരിപ്പകർപ്പ് - 591. 
- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 

- Last date and time for sale of tender form - 4- 1- 2017, 
സമയവും 4 - 1- 2017 , 3 മണി. 

3 p. m . 
ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 

Last date and time of receipt of tender form 
സമയവും - 5 - 1- 2017, 11 മണി. 

5 -1 -2017 , 11 a. m . 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും- 11- 1- 2017, 

- Date and time of opening of tender - 11 - 1 - 2017, 
11 മണി. 

11 a . m . 
-- ദർഘാസ് സമർപ്പിക്കാൻ ആഗ്രഹിക്കുന്നവർ പ്രിൻസിപ്പാൾ, 

Intending tenderers may, on application to the 
ഗവൺ മെന്റ് ദന്തൽ കോളേജ്, തിരുവനന്ത പു രം - 11 - നോട് 

Principal, Government Dental College, Thiruvananthapuram , 
അപേക്ഷിക്കേണ്ടതും നിശ്ചിത ടെണ്ടർ ഫോറം വാങ്ങേണ്ടതു 

Pin - 695 011 , obtain requisite tender forms on which 
മാണ്. ടെണ്ടർ ഫോറത്തിനായുള്ള അപേക്ഷയോടൊപ്പം മുകളിൽ 

tenders should be submitted. Application for the tender 
സൂചിപ്പിച്ചിരിക്കുന്ന നിരക്കിൽ ഒരു ഫോറത്തിന്റെ നിശ്ചിത 

form should be accompanied by a cash remittance shown 
വില ഒടുക്കേണ്ടതും അത് ഒരു കാരണവശാലും തിരികെ 

above, which is the price fixed for a form and which is 
നൽകുന്നതുമല്ല. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യപ്പെടാ 

not refundable, at any circumstances. The tender forms 
വുന്നതല്ല. ദർഘാസ് ഫോറത്തിന്റെ വിലയായി ചെക്കുകളോ 

are not transferable . Cheques, Postage Stamps etc . will not 


547 


1364 


KERALA GAZETTE 


[PART III 


be accepted towards the cost of forms, nor will the forms 
be sent by VPP. Tender forms will be sent, if required , by 
post on payment of an additional amount of · 50 as 
postage charge in the form of money order. Last date of 
receipt of money order is 26 - 12 - 2016 at 3 p . m . 
The Specifications and tender schedule attached to the 
tender notice will forms part of this tender notice . 


വില യായി ചെക്കു കളോ പോസ്റ്റേജ് സ്റ്റാമ്പു കളോ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി . പി. പി . ആയി അയയ് 
ക്കുന്നതല്ല. തപാലിൽ ദർഘാസ് ഫോറം വേണമെന്നുള്ളവർ 
ദർഘാസ് ഫോറത്തിന്റെ വിലയോടൊപ്പം - 50 അധികം 
പോസ്റ്റൽ ചെലവിലേക്കായി മണിയോർഡർ മുഖേന സമർപ്പി 
ക്കേണ്ടതാണ്. മണിയോഡർ ലഭിക്കേണ്ട അവസാന തീയതി 
26 -12 - 2016 - ന് വൈകുന്നേരം 3 മണി ആയിരിക്കും. 


( 2) 


No. C2- 7582/2016/DCT. 

16 November 2016. 
നമ്പർ സി2 -7582 /2016/ ഡി. സി . റ്റി. 

2016 നവംബർ 7. 

Sealed competitive tenders in the prescribed form are 
- തിരു വ ന ന്ത പുരം ഗവൺമെന്റ് ദന്തൽ കോളേജിൽ 

invited for the purchase of " Flash Autoclave with Distilled 

water" for Community dentistry Department of Government 
2016 -17 വർഷം കമ്മ്യൂണിറ്റി ഡെന്റിസി വകുപ്പിലേക്ക് ഫ്ളാഷ് 

Dental College, Thiruvananthapuram for the year 
ഓട്ടോക്ലേവ് വിത്ത് ഡിസ്റ്റിൽഡ് വാട്ടർ വിതരണം ചെയ്യുന്നതിന് 

2016 - 17 . Interested tenderers may submit separate 
നിശ്ചിത ഫോറത്തിൽ മത്സര സ്വഭാവത്തിലുള്ള ദർഘാസുകൾ 

Technical Bid in one sealed envelope superscribing 
ക്ഷണിച്ചുകൊള്ളുന്നു. താല്പര്യമുള്ള ദർഘാസുകാർ ടെക്നിക്കൽ 

Tender No. 36 /2016 - 17 — Technical Bid and separate 
ബിഡും ഫിനാൻഷ്യൽ ബിഡും പ്രത്യേകം കവറുകളിൽ Financial Bid in another sealed cover superscribing 
മുദ്രണം ചെയ്ത സമർപ്പിക്കേണ്ടതാണ്. ടെക്നിക്കൽ ബിഡ് " Tender No . 36 / 2016 - 17 — Financial Bid . Bothe covers 
ഉൾക്കൊള്ളിച്ച കവറിന് പുറത്ത് “ ടെണ്ടർ നമ്പർ 36 /2016 - 17 should be inserted in one cover duly sealed and should 
ടെക്നിക്കൽ ബിഡ്” എന്നും ഫിനാൻഷ്യൽ ബിഡ് ഉൾക്കൊള്ളുന്ന - bear the superscription " Tender No. 36 / 2016 - 17 for the 
കവറിന് പുറത്ത് “ ടെണ്ടർ നമ്പർ 36/ 2016 - 17 ഫിനാൻഷ്യൽ supply of Flash Autoclave with Distilled Water " and 
ബിഡ് എന്നും എഴുതിച്ചേർക്കേ ണ്ട താ ണ്. ടെക്നിക്കൽ 

should be addressed to “ The Principal, Government 
ബിഡിന്റെയും ഫിനാൻഷ്യൽ ബിഡിന്റെയും കവറുകൾ ഒരു 

| Dental College, Thiruvananthapuram - 11 . 
കവറിലാക്കി കവറിനു പുറത്ത് “ ടെണ്ടർ നമ്പർ 36 / 2016 - 17 

Late tenders will not be accepted. The Technical Bid 
ഫ്ളാഷ്ഓട്ടോക്ലേവ് വിത്ത് ഡിസ്റ്റിൽഡ് വാട്ടർ വിതരണം will be opened in the presence of such of the tenderers or 
ചെയ്യുന്നതിനുവേണ്ടി?”എന്ന് രേഖപ്പെടുത്തി “ ദി പ്രിൻസിപ്പാൾ, their authorized representatives , who may be present at 
ഗവൺമെന്റ് ദന്തൽ കോളേജ്, തിരുവനന്തപുരം- 11 എന്ന that time. The financial bid will be opened after the date 
മേൽവിലാസത്തിൽ എത്തിച്ചുതരേണ്ടതുമാണ്. 

of opening of Technical bid under intimation to the 

tenderers whose technical bid found to be acceptable and 
താമസിച്ച് ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 

the date of opening of financial bid will be intimated 
ടെക്നിക്കൽ ബിഡ് നൽകിയവരുടെയോ അവരുടെ അംഗീകൃത 

through e-mail, fax and by telephone . No communication 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. will be sent to tenderers whose technical bid seemed to 
ദർഘാസ് നമ്പർ 36 / 2016 -17 . 

be not acceptable. 

Tender No. - 36/2016-17. 
ഏകദേശ വില - 3,60,000. 

Approximate Cost _ 3,60,000. 
നിരതദ്രവ്യം - 1 %. 

EMD - 10 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

Cost of tender form : 
അസ്സൽ - 788. 

Original— \ 788. 
ശരിപ്പകർപ്പ് - 394. 

Duplicate - - 394. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 

Last date and time for sale of tender form — 4 -1 - 2017 , 
സമയവും - 4 - 1- 2017, 3 മണി. 

3 p. m . 
ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും Last date and time of receipt of tender form 
സമയവും 5- 1- 2017, 11 മണി. 

5 -1- 2017, 11 a. m . 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 11- 1-2017, 

- Date and time of opening of tender - 11- 1- 2017, 
11 മണി. 

11 a. m . 
ദർഘാസ് സമർപ്പിക്കാൻ ആഗ്രഹിക്കുന്നവർ പ്രിൻസിപ്പാൾ, 

Intending Tenderers may , on application to the 

Principal, Government Dental College, Thiruvananthapuram , 
ഗവൺ മെന്റ്ദന്തൽ കോളേജ്, തിരു വ ന അ പു രം - 11 - നോട് 

Pin -695 011, obtain requisite tender forms on which 
അപേക്ഷിക്കേണ്ടതും നിശ്ചിത ടെണ്ടർ ഫോറം വാങ്ങേണ്ട 

tenders should be submitted . Application for the tender 
തുമാണ്. ടെണ്ടർ ഫോറത്തിനായുള്ള അപേക്ഷയോടെപ്പം 

form should be accompanied by a cash remittance shown 
മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന നിരക്കിൽ ഒരു ഫോറത്തിന്റെ above, which is the price fixed for a form and which is 
നിശ്ചിത വില ഒടുക്കേണ്ടതും അത് ഒരു കാരണവശാലും not refundable, at any circumstances. The tender forms 
തിരികെ നൽകുന്നതുമല്ല . ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം are not transferable . Cheques, Postage Stamps etc. will not 
ചെയ്യ പ്പെ ടാ വു ന്ന ത ല്ല . ദർഘാസ് ഫോറ ത്തിന്റെ be accepted towards the cost of forms, nor will the forms 

548 


13th DEC. 2016] 


STORES PURCHASE 


1365 


be sent by VPP . tender forms will be sent, if required , by 
post on payment of an additional amount of - 50 as 
postage charge in the form of money order. Last date of 
receipt of money order is 26 - 12 - 2016 at 3 p .m . The 
Specifications and tender schedule attached to the tender 
notice will forms part of this tender notice . 


അടങ്കൽ തുക - 2, 00,000. 
ദർഘാസ് ഫോറത്തിന്റെ വില . 

അസ്സൽ - 420. 
ഡ്യൂപ്ലിക്കേറ്റ് - - 210. 

ദർഘാസിന്റെ വില ( തപാൽ) - - 470. 
ദർഘാസ് വില്പന തീരുന്ന അവസാന തീയതിയും 
സമയവും - 15 - 12 - 2016, 3 മണി. 


Govt. Dental College, 
Thiruvananthapuram . 


(Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


നമ്പർ സി /1563 /2016 / ജി. ഡി. സി.എ . 

2016 നവംബർ 7. 
- ആലപ്പുഴ ഗവൺമെന്റ് ദന്തൽ കോളേജിലെ ഓറൽ ആന്റ് 
മാക് സി ലോ ഫേഷ്യൽ സർജറി വിഭാ ഗ ത്തി ലേക്ക് ഒരു 
ഇലക്ട്രോ കോട്ടറി യൂണിറ്റ് വിതരണം ചെയ്യുന്നതിലേക്ക് 
നിർമ്മാതാക്കളിൽ നിന്നോ/ വിതരണക്കാരിൽ നിന്നോ മുദ 
വച്ചതും മത്സരാധിഷ്ടിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊ ള്ളുന്നു . ആ വ ശ്യമെങ്കിൽ സാ ധ ന / സാമ ഗിയുടെ 
സോദാഹരണ പദർശനം നടത്തേണ്ട തു മാ ണ് . വാറണ്ടി 
കാലയളവും എ . എം . സി ./ സി. എ . എം . സി . നിരക്കും ടെണ്ടറിൽ 
വ്യക്തമായി രേഖപ്പെടുത്തണം. 

ടെണ്ടറിൽ പങ്കെടുക്കുന്ന വിതരണക്കാർ നിർമ്മാതാക്കൾ 
അ വ രുടെ ബാങ്കിന്റെ പേര്, ബാങ്ക് അക്കൗണ്ട് നമ്പർ, 
എ .എഫ്. സി . കോഡ്, ഏത് ബാഞ്ച് എന്നിവ 
വ്യക്തമാക്കിയിരിക്കണം. വിതരണം ചെയ്യുന്ന/ സ്ഥാപിക്കുന്ന 
ഉപ ക ര ണ ത്തിൻറ ബിൽ തുക, വിതരണം ചെയ്യു ന്ന 
വിതരണക്കാർ സ്ഥാപിക്കുന്നവരുടെ ബാങ്ക് അക്കൗണ്ടിൽ 
ലയിപ്പിക്കുന്നതിലേക്ക് വേണ്ടിയാണിത്. 

സാ ധ ന സാ മ ഗി കൾ സംബ ന്ധിച്ചു ളള വിശ ദ 
വിവരങ്ങൾ ദർഘാസ് ഫോറങ്ങളോടൊപ്പം നൽക്കുഞ്ഞായിരിക്കും. 
ദർഘാ സ് രേഖകൾ അടങ്ങിയ കവർ, പുറത്ത് മേലെ ഴു 

ത്തോടു കൂടി, പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, 
ആലപ്പുഴ- 5 എന്ന വിലാസത്തിലേക്ക് അടയ്ക്കേണ്ടതാണ്. 
നിശ്ചിത സമയം കഴിഞ്ഞു കിട്ടുന്ന ദർ ഘാ സുകൾ 
സ്വീകരിക്കുന്നതല്ല. 

ദർഘാസുകൾ ഓഫീസിൽ ലഭിക്കേണ്ട അവസാന തീയതി 
15- 12 - 2016 വൈകിട്ട് 4 മണിക്ക് ദർഘാസുകാരൻറയോ അയാൾ 
അധികാരപ്പെടുത്തിയ പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ 
ദർ ഘാ സു കൾ 17 - 12 - 2016 രാവിലെ 11.30 മണിക്ക് 
തുറക്കുന്നതായിരിക്കും. പ്രവർത്തി ദിനങ്ങളിൽ നിശ്ചിത തുക 
ക്യാഷ് കൗണ്ടറിൽ ഒടുക്കി ദർഘാസ് ഫോറം ഓഫീസിൽ 
നിന്നും വൈകിട്ട് 3 മണി വരെ നേരിട്ട് വാങ്ങാവുന്നതാണ്. 
ദർ ഘാ സിൻ വില - 50 മണിയോർ ഡർ അയച്ചാൽ 
ദർഘാസ് ഫോറം തപാലായി അയയ്ക്കുന്നതാണ്. ദർഘാസ് 
ഫോറത്തിനായി ഒടുക്കുന്ന തുക യാതൊരു കാരണവശാലും 
തിരികെ ലഭിക്കുന്നതല്ല. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം 
ചെയ്യപ്പെടാൻ പാടില്ല . ദർഘാസ് വില്പന എല്ലാ പ്രവർത്തി 
ദിവസവും ഓഫീസ് സമയം വൈകുന്നേരം 3 മണിക്ക് 
അവ സാ നിക്കും. ദർഘാസ് ഫോറത്തിന്റെ വില യായി 
തപാൽ മുദ്രകളോ ചെക്കുകളോ സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് 
ഫോറങ്ങൾ വി . പി . പി. രീതിയിൽ അയയ്ക്കുന്നതുമല്ല . പകർപ്പ് 
ദർഘാസ് ഫോറങ്ങൾ പകുതി വിലയ്ക്ക് ലഭിക്കുന്നതാണ്. 
- 2 00 വില യു ളള കേരള മുദ്രപത ത്തിൽ നിശ്ചിത 
മാതൃക യി ലുള്ള സമ്മതപത്രം വാഗ്ദത്ത തുകയടെ 1 % 
നിര ത ദവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം സമർപ്പി 
ക്കേ ണ്ട താണ്. ഇതിൽ വീഴ്ച വരുത്തുന്ന ദർഘാസുകൾ 
തിരസ്കരിക്കപ്പെടുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പ്രവർത്തി ദിനങ്ങളിൽ ആഫീസിൽ നിന്നും ലഭ്യമാണ്. 


No. C /1563/2016/ GDCA . 

7th November 2016 . 
Sealed and competitive tenders in the prescribed 
form are invited from the Manufacturers / Authorized 
Dealers to supply an Electrocautery for the Oral & 
Maxillofacial Surgery Department in the Government 
Dental College , Alappuzha . The details of equipments will 
be issued along with the tender forms. 

The envelopes containing the tender should bear the 
superscription " Tender No. C / 1563/ 2016/ GDCA for the 
supply of an Electrocautery ” and should be addressed to 
the Principal, Government Dental College, Alappuzha. Late 
tenders will not be accepted . 

All the participating Bidders/ Authorized Dealers 
should clearly show their Bank Accounts and Bank s 
IFC code (bold letters ) in an authorized Letterhead for 
payments through online . 

The last date of the receipt of the tender forms is 
15 - 12 - 2016 , 4 p . m . The tenders will be opened on 
17 - 12 - 2016 , 11. 30 a .m . in the presence of the Bidders or 
their authorized representative who may be present at that 
time. Application for the tender form should be 
accompanied by a cash remittance of - 420 , which is the 
price fixed for a form /set of forms and which is not 
refundable under any circumstances. The tender forms are 
not transferable . Cheques , postage stamps etc ., will not 
be accepted towards the cost of forms, nor will the forms 
be sent per V .P.P . Duplicate tender forms if required will be 
issued at half of tender cost per copy . Rate should be 
quoted in Indian rupees only . The tenders without the 
agreement in the Kerala Stamp Paper Worth - 200 & 
Earnest Money Deposit @ 1 % of quoted rate and the 
tenders that do not satisfy the conditions are liable to be 
rejected without any notice . 

Stamp Paper will be supplied to the firms outside 
Kerala on request, along with the remittance of - 250 
(Rupees Two Hundred and Fifty only ) by Money Order 
taken in favour of the Principal, Government Dental 
College, Alappuzha - 688 005. 

Estimated Cost - " 2, 00,000. 
Cost of tender form - ¯ 420 . 
Duplicate tender form - 210. 
Cost of tender form by post ( Original) - - 470 . 

Last date of sale of tender forms by post 
- 6 - 12 - 2016 . 

Last date and time of sale of tender forms 
15-12 - 2016 - 3 p . m . 


Govt. Dental College, 
Alappuzha. 


| (Sd.) 
Principal (i/c ). 
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KERALA GAZETTE 


[PART III 


കമ 


ദർഘാസ് പരസ്യം 

No . C -3320/ 2016/DCK . 

| 15th November 2016 . 

Sealed tenders are invited for the supply of 
നമ്പർ സി - 3320 / 2016 / ഡി . സി . കെ . 

2016 നവംബർ 15 . 

Equipments to Government Dental College , Kottayam . 
കോട്ടയം ഡെന്റൽ കോളേജിലെ വിവിധ ഡിപ്പാർട്ട്മെന്റു 

The tender should be superscribed tender 
കളിലേക്ക് ആവശ്യമായ താഴെപറയുന്ന ഉപക ര ണ ങ്ങൾ 

No. C - 3320 / 2016 /DCK due on 20 - 12 - 2016 and addressed 
വാങ്ങുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

- to the Principal, Govt. Dental College, Kottayam. Belated 
ടെണ്ടർ ഫോമുകൾ കോട്ടയം ഡെന്റൽ കോളേജ് ആഫീസിൽ 

tenders will not be accepted . The tenders will be opened 
നിന്നും നിശ്ചിത വില കൊടുത്ത് നേരിട്ട് വാങ്ങാവുന്നതാണ്. 

at Govt. Dental College, Kottayam on 21 - 12 - 2016 in the 
ടെണ്ടർ ഫോം തപാലിൽ വേണ്ടവർ ഓരോ ടെണ്ടർ ഫോമിനും 

presence of such of the tenderers or their authorized 
ടെണ്ടർ ഫോമിന്റെ വിലയോടൊപ്പം - 50 തപാൽ ചാർജ്ജും 

representatives who are present at that time. 
പിൻസിപ്പൽ, ഗവ . ഡെന്റൽ കോളേജ്, കോട്ടയം - 8 എന്ന 

Intending tenderers may obtain tender from the 
വിലാ സത്തിൽ അയ യ ണം . ടെണ്ടർ ഫോമിന്റെ വില 

undersigned on cash payment during office hours i. e., 
നേരിട്ടോ മണി യോർ ഡർ മു ഖാ ന്തി രമോ മാത്രമേ 10 a . m . to 3 p . m . upto 19 - 12 - 2016 , Cheques, Drafts , 
സ്വീക രിക്കു ക യു ള്ളൂ . സാധ ന ങ്ങ ളുടെ വിശദാം ശ ങ്ങൾ, 

Stamps etc . will not be accepted towards the cost of 
ടെണ്ടറിന്റെ പൊതു വ്യ വ സ്ഥ കൾ മുത ലാ യവ ടെണ്ടർ tender form . Duplicate tender forms can be obtained on 

ഫോ മിനോടൊപ്പം ലഭിക്കു ന്ന താണ്. ഏതൊരു ടെണ്ടറും additional payment per copy . The tender form is not 
ഭാഗി ക മായോ പൂർണ്ണമായോ യാതൊരു കാ ര ണവും transferable and cost is not refundable . The undersigned 
കാണിക്കാതെ റദ്ദ് ചെയ്യു ന്ന തി ന് ( പിൻ സി എ ലിന് reserves the right to cancel the tender at any time 
അധികാരമുണ്ടായിരിക്കുന്നതാണ്. 

partially or completely without specifying any reason . 
- ടെണ്ടർ ഫോം ഉൾക്കൊള്ളുന്ന കവറിനുമുകളിൽ ടെണ്ടർ 

Tender form will also be supplied to the firms by 
നമ്പരും തുറക്കേണ്ട തീയതിയും കാണിച്ചിരിക്കണം. ടെണ്ടർ Registered Post subject to cash payment by Money Order 
ഫോമിന്റെ വില മടക്കി നൽകുന്നതല്ല. 

inclusive of cost of tender form with postal charges - 50 . 
നിരതദ്രവ്യം - 1 %. 

Money Orders will be accepted only upto 5 -12-2016 . 

EMD - 1 %. 
- ഫയൽ നമ്പരും 

ദർഘാസിന്റെ 
നമ്പർ ദർഘാസ് നമ്പരും 

വില 

File No., Tender Number Cost of 
ഇനവിവരവും അളവും 

and Name of 

Tender Form 

No. 
C/ 3320/16/DCK - 08/ 2016 - പീഡിയാട്രിക് 

items with Quantity 
ഡ ന്റൽ ചെയറുകൾ -6 എണ്ണം 

1,050. 00 
C/3375/16/DCK - 09 /2016 ഐ . ഒ. പി. എ . 

C /3320 / 16/DCK -08 /2016 - Paediatric 
എക്സ്റേ യൂണിറ്റ് -1 എണ്ണം 

420.00 Dental Chairs — 6 Nos. 

1 , 050 
C/3403/ 16/DCK - 10 /2016 അൾട്രാസോണിക് 

C /3375/16/DCK -09 / 2016 IOPA X - ray 
ക്ലീനർ 7എണ്ണം 

420 
Unit - 1 No. 
420.00 

C /3403 /16 /DCK - 10 /2016 Ultrasonic 
C/3404/16/DCK - 11/2016 അൾട്രാസോണിക് 
കേലർ - 16 എണ്ണം 

420 
Cleaner — 7 Nos . 
420. 00 

C/3404/16/DCK - 11 / 2016 Ultrasonic 
C /3412/16/DCK -12 /2016 ഹെവി ഡ്യൂട്ടി 

Scaler - 16 Nos. 
മൈക്രോമോട്ടോർ - 2 എണ്ണം 

420. 00 

C/3412/ 16 /DCK -12 /2016 - Heavy Duty 
C/3413/ 16 /DCK- 13 /2016 സർജിക്കൽ 

- Micromotor - 2 Nos. 

420 
- മൈക്രോമോട്ടോർ 11 എണ്ണം 

420. 00 

C/3413/16/DCK -13/2016 - Surgical Micro 
C/3415 /16/DCK - 14 /2016 പോർട്ടബിൾ 

motor with Straight HP - 11 Nos. 
ഡെന്റൽ ചെയർ ഫോർ മൊബൈൽ 

C /3415 / 16 /DCK - 14 /2016 — Portable Dental 
ക്ലിനിക് - 1 എണ്ണം 

420.00 Chair for Mobile Clinic — 1 No . 

420 
മണിയോർഡർ സ്വീകരിക്കുന്ന അവസാന തീയതി 

Last date of receipt of Money Order — 5- 12 -2016 . 
5 - 12 - 2016 . 

Last date and time of tender sales - 19 - 12- 2016, 
ദർ ഘാസ് വിൽക്കുന്ന അവസാന തീയതിയും 

3 p . m . 
സമയവും -- 19 - 12 - 2016, 3 മണി. 

Last date and time of receipt of tender 
- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 

20- 12 -2016, 3 p . m. 
സമയവും -- 20 -12 - 2016, 3 മണി. 

Date and time of opening of tender - 21 -12 - 2016 , 

11 a . m . 
ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 21-12- 2016, 
11 മണി. 

Government Dental College , 
പങ്കെടുക്കാൻ താല്പര്യമുള്ളവർക്ക് സൈറ്റ് സന്ദർശിക്കാ Gandhi Nagar P . O ., 

( Sd .) 
വുന്നതാണ്. 

Kottayam . 

Principal. 
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ദർഘാസ് പരസ്യം 


Opening date of tender — 24 - 1- 2016 , 12 Noon . 
Date upto which rates are to be firm — 31 -12 - 2017 . 


(1) 


നമ്പർ ജി5 - 9310 / 2016 / മെ . കോ . ആ . 


2016 നവംബർ 14. 


Tender should be addressed to — Superintendent, 
Medical College Hospital, Thrissur. 


Every tender should be accompanited by an EMD of 
1 % of the cost of tender item along with an agreement in 
Kerala Stamp Paper worth - 100. 


The undersigned reserves the right to accept/ reject/ 
postponed any tender without assigning any reaons. 
Further details if any, required can be had from this office 
during office hours in working days . 


തൃശ്ശൂർ മെഡിക്കൽ കോളേജ് ആശു പ ത്രി യി ൽ 
ഉപയോഗിക്കുന്നതിന് താഴെ പറയുന്ന വ സപ്ല 
ചെയ്യുന്നതിന് നിശ്ചിത ഫോറത്തിൽ മത്സരസ്വഭാവമുള്ള 
മുദ്രവെച്ച് ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

ഇനവിവരം Medical Oxigen 7 m capacity (D type ). 
ആവശ്യമുള്ള അളവ് 37408 cylinder. 

ദർഘാസ് അയക്കുന്ന കവറിനു പുറത്ത് ജി5 - 9310 / 2016 / 
മെ . കോ . ആ . എന്ന് രേഖപ്പെടുത്തേണ്ടതാണ്. 

ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പന നികുതിയടക്കം വില - 
1,000 + വാറ്റ് 5 %. 
ദർഘാസ് വിൽപ്പന ആരംഭിക്കുന്ന തീയതി - 30 - 12 - 2016 . 

ദർഘാസ് വിൽപ്പന അ വ സാ നിക്കുന്ന തീയതിയും 
സമയവും-- 13 - 1- 2017, 3 മണി. 

ദർഘാസ് സമർപ്പിക്കേണ്ട അവസാന തീയതിയും 
സമയവും 24 - 1- 2017, 11 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 24- 1- 2017 , 
12 മണി. 


- ( 2) 


നമ്പർ ജി5 - 9311/ 2016 / മെ . കോ . ആ . 


2016 നവംബർ 14. 


ദർഘാസ് നിരക്കുകൾ പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി- - 
31 - 12 - 2017 . 


ത്യശ്ശൂർ മെഡിക്കൽ കോളേജ് ആശു പതി യി ൽ 
ഉപയോഗിക്കുന്നതിന് താഴെ പറയുന്നവ സപ്ല 
ചെയ്യുന്നതിന് നിശ്ചിത ഫോറത്തിൽ മത്സരസ്വഭാവമുള്ള 
മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

ഇനവിവരം - Medical Oxigen 1 . 5 m capacity ( B type). 
ആവശ്യമുള്ള അളവ് 3475 cylinder. 

ദർഘാസ് അയയ്ക്കുന്ന കവറിനുപുറത്ത് ജി5 - 9311 /2016/ 
മെ . കോ . ആ . എന്ന് രേഖപ്പെടുത്തേണ്ടതാണ്. 
- ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പന നികുതിയടക്കം വില 
400 + വാറ്റ് 5 %. 
ദർഘാസ് വിൽപ്പന ആരംഭിക്കുന്ന തീയതി- 30- 12 -2016 . 

ദർഘാസ് വിൽപ്പന അവ സാ നിക്കുന്ന തീയതിയും 
സമയവും 13 - 1- 2017, 3 മണി. 


ദർ ഘാസ് ഫോറം പൂരിപ്പിച്ച് അ യ യ് ക്കേണ്ട 
മേൽവിലാസം - സൂപ്രണ്ട്, മെഡിക്കൽ കോളേജ് ആശുപത്രി, 
തൃശ്ശൂർ. 

- ടെണ്ടർ സമർപ്പിക്കുമ്പോൾ രേഖപ്പെടുത്തുന്ന തുകയുടെ 
ഒരു ശതമാനം നിരതദ്രവ്യമായി സൂപ്രണ്ടിന്റെ പേരിൽ ഡിമാന്റ് 
ഡാറ്റായി ടെണ്ടറിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. - 100 
വിലയുള്ള മുദ്രപ്പത്രത്തിൽ പ്രാരംഭ ഉടമ്പടി വയ്ക്കേണ്ടതാണ്. 
ഫോറത്തിന്റെ വില നേരിട്ട് ഓഫീസിൽ അടയ്ക്കാവുന്നതാണ്. 
കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി സമയങ്ങളിൽ ഓഫീസിൽ 
നിന്നും ലഭ്യമാണ്. കാരണം കാണിക്കാതെ ദർഘാസ് നീക്കി 
വെയ്ക്കുന്നതിനും നിരാകരിക്കുന്നതിനും ഉള്ള അധികാരം 
സൂപ്രണ്ടിൽ നിക്ഷിപ്തമാണ്. 


ദർഘാസ് സമർപ്പിക്കേണ്ട അവസാന തീയതിയും 
സമയവും 24 - 1- 2017 , 11 മണി. 


- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 24 - 1- 2017 , 
12 മണി. 


No. G5 -9310 /2016 . | 14th November 2016 , 

ദർഘാസ് നിര ക്കു കൾ പാബ ല്യ ത്തി ലി രിക്കേണ്ട 
Competitive tenders invited in sealed covers തീയതി 31- 12 - 2017. 
superscribing tender No . G5 - 9310 / 2016 for supply of 

ദർ ഘാസ് ഫോറം പൂരിപ്പിച്ച് അയയ് ക്കേ ണ്ട 
following item for the use of Medical College Hospital, 
Thirussur is as detailed below : 

മേൽവിലാസം - സൂപ്രണ്ട്, മെഡിക്കൽ കോളേജ് ആശുപത്രി, 

തൃശ്ശൂർ. 
Name if item - Medical Oxigen 7 m capacity (D type). 

ടെണ്ടർ സമർപ്പിക്കുമ്പോൾ രേഖപ്പെടുത്തുന്ന തുകയുടെ 
Quantity required — 37408 cylinder. 

ഒരു ശതമാനം നിരതദ്രവ്യമായി സൂപ്രണ്ടിന്റെ പേരിൽ ഡിമാന്റ് 
Cost of tender form - Original - 1, 000 + Tax (5 %). ഡാഫ്റ്റായി ടെണ്ടറിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. - 100 
Opening date of sale of tender — 30 - 12 -2016 . 

വിലയുള്ള മുദ്രപ്പത്രത്തിൽ പ്രാരംഭ ഉടമ്പടി വയ്ക്കേണ്ടതാണ്. 

ഫോറത്തിന്റെ വില നേരിട്ട് ഓഫീസിൽ അടയ്ക്കാവുന്നതാണ്. 
Closing date and time of sale of tender form 

കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി സമയങ്ങളിൽ ഓഫീസിൽ 
13- 1-2017 , 3 p. m . 

നിന്നും ലഭ്യമാണ്. കാരണം കാണിക്കാതെ ദർഘാസ് നീട്ടി 
| Last date and time of receipt of tender - 24- 1 - 2017, വെയ്ക്കുന്നതിനും നിരാകരിക്കുന്നതിനും ഉള്ള അധികാരം 
11 am. 

സൂപ്രണ്ടിൽ നിക്ഷിപ്തമാണ്. 
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No . G5 - 9311 /2016. 

14th November 2016 . ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 27 -1- 2017 , 
Competitive tenders invited in sealed covers 

12 മണി. 
superscribing tender No. G5 - 9311 / 2016 for supply of 

- ദർഘാസ് നിരക്കുകൾ പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 
following item for the use of Medical College Hospital, 

31 - 12 - 2017 . 
Thrissur. 

ദർ ഘാസ് ഫോറം പൂരിപ്പിച്ച് അ യ യ് ക്കേണ്ട 
- Name of item - Medical Oxygen 1.5 m3 capacity 
(B type). 

മേൽവിലാസം - സൂപ്രണ്ട്, മെഡിക്കൽ കോളേജ് ആശുപത്രി, 

തൃശ്ശൂർ. 
Quantity required — 3475 cylinder. 

ടെണ്ടർ സമർപ്പിക്കുമ്പോൾ രേഖപ്പെടുത്തുന്ന തുകയുടെ 
Cost of tender form — Original- · 400 + Tax (5 % ). 

ഒരു ശതമാനം നിരതദ്രവ്യമായി സൂപ്രണ്ടിന്റെ പേരിൽ ഡിമാന്റ് 
Opening date of sale of tender — 30 - 12 -2016 . 

ഡാഫ്റ്റായി ടെണ്ടറിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. - 100 
Closing date and time of sale of tender form വിലയുള്ള മുദ്രപ്പത്രത്തിൽ പ്രാരംഭ ഉടമ്പടിവക്കേണ്ടതാണ്. 
13- 1-2017 , 3 p. m . 

ഫോറത്തിന്റെ വില നേരിട്ട് ഓഫീസിൽ അടയ്ക്കാവുന്നതാണ്. 
| Last date and time of receipt of tender - 24-1- 2017, 

കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി സമയങ്ങളിൽ ഓഫീസിൽ 
11 a. m . 

നിന്നും ലഭ്യമാണ്. കാരണം കാണിക്കാതെ ദർഘാസ് നീക്കി 

വെയ്ക്കുന്നതിനും നിരാകരിക്കുന്നതിനും ഉള്ള അധികാരം 
Opening date and time of tender - 24 - 1 - 2016 , 

സൂപ്രണ്ടിൽ നിക്ഷിപ്തമാണ്. 
12 Noon . 
Date upto which rates are to be firm — 31- 12 -2017 . 

No. G5 -9312/2016. 

| 15th November 2016 . 
Tender should be addressed to — Superintendent, Competitive tenders invited in sealed covers 
Medical College Hospital, Thrissur. 

superscribing Tender No . G5 - 9312 /2016 for supply of 

following item for the use of Medical College Hospital, 
Every tender should be accompanited by an EMD of 

Thirussur. 
1 % of the cost of tender item along with agreement in 
Kerala Stamp paper worth - 100 . 

Name if item 

Quantity required 
The undersigned reserves the right to accept/ reject/ Nitrous Oxide Gas Cylinder 17 m capacity .. 816 cylinder 
postponed any tender without assigning any reasons . 

Cylinder 1.854 mº capacity .. 16 cylinder 
Further details if any, required can be had from this office 
during office hours in working days. 

Cost of tender form original — 1,000 + Tax (5 % ). 
Opeing date of sale of tender - 3 -1- 2017 

Closing date and time of sale of tender form 
നമ്പർ ജി5 - 9312 / 2016 / മെ . കോ . ആ . - 2016 നവംബർ 15. 

17-1-2017, 3 p . m . 
ത്യശ്ശൂർ മെഡിക്കൽ കോളേജ് ആശു പത്രി യി ൽ 
ഉപയോഗിക്കുന്നതിന് താഴെ പറ യുന്ന വ സല്ല 

| Last date and time of receipt of tender - 27 -1 -2017, 
ചെയ്യു ന്ന തിന് നിശ്ചിത ഫോറത്തിൽ മത്സരസ്വഭാവമുള്ള 

| 11 a. m . 
മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

- Opening date and time of tender - 27 -1 - 2017 , 
ഇനവിവരം - Nitrous Oxide Gas -- Cylinder 17 m3 | 12 Noon . 
capacity .. 

Date upto which rates are to be firm — 31 -12 -2017 . 
ആവശ്യമുള്ള അളവ് - 816 cylinder 
ഇനവിവരം - Cylinder 1. 854 Im capacity 

Tender should be addressed to — Superintendent, 

Medical College Hospital, Thrissur. 
ആവശ്യമുള്ള അളവ് - 16 cylinder 

Every tender should be accompanited by an EMD of 
ദർഘാസ് അയക്കുന്ന കവറിനു പുറത്ത് ജി5 - 9312 /2016/ 
മെ. കോ . ആ . എന്ന് രേഖപ്പെടുത്തേണ്ടതാണ്. 

1 % of the cost of tender item along with an agreement in 

Kerala Stamp paper worth - 100 . 
-- ദർഘാസ് ഫോറത്തിന്റെ ( വിൽപ്പന നികുതിയടക്കം) 
വില - 1, 000 + വാറ്റ് 5 %. 

The undersigned reserves the right to accept/reject/ 
- ദർഘാസ് വിൽപ്പന ആരംഭിക്കുന്ന തീയതി- 3- 1- 2017. 

postponed any tender without assigning any reaons . 

Further details if any, required can be had from this office 
- ദർഘാസ് വിൽപ്പന അ വ സാ നിക്കുന്ന തീയതിയും 

during office hours in working days. 
സമയവും 17 - 1-2017, 3 മണി. 
- ദർഘാസ് സമർപ്പിക്കേണ്ട അവസാന തീയതിയും 

Medical College Hospital , 

( Sd.) 
സമയവും - 27 -1- 2017, 11 മണി. 

Thrissur. 

Superintendent. 
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ദർഘാസ് പരസ്യം 

എന്നിവ പാലിക്കാത്തതുമായ ദർഘാസുകൾ മറ്റൊരു അറിയിപ്പും 

കൂടാതെ തന്നെ നിരസിക്കു ന്ന താണ്. ദർഘാസ് ഫോറം 
നമ്പർ എസ്1 / 4078 /2016. 

2016 നവംബർ 19. -- കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ദർഘാസ് ഫോറത്തിന്റെ 
മഞ്ചേ രി ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് 

വിലയായി മണിയോർഡർ അല്ലാതെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. 
ആശുപത്രിയിലെ സീവേജ് ട്രീറ്റ് മെന്റ് പ്ലാന്റിലേക്ക് 

ദർഘാസ് ഫോറത്തിന്റെ ഡ്യൂപ്ലിക്കേറ്റ് വില നൽകി വാങ്ങാവു 
കൺസമബിൾ സ് വിത രണം ചെ യ്യു ന്ന തി ലേക്ക് 

ന്ന താ ണ്. ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ച പ്രകാരം 
നിർമ്മാതാക്കളിൽ നിന്നും അംഗീകൃത വിതരണക്കാരിൽനിന്നും 

ദർഘാ സു കാ ര ന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ 

സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
മുദവെച്ച മത്സ രാടിസ്ഥാ ന ത്തി ലു ള്ള ദർഘാ സു കൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 

No . S1 -4078 /2016/ GMCM. 

19th November 2016 . 
മേലെഴുത്ത് : ദർഘാസ് നമ്പർ എസ്1 - 4078 / 2016 / ഗവ . Sealed and competitive tenders in the prescribed form 
മെ . കോ . മ .-മഞ്ചേരി മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ are invited from the manufacturers or authorized dealers 
സീവേജ് ട്രീറ്റ്മെന്റ് പ്ലാന്റിലേക്കാവശ്യമായ കൺസ്യൂമബിൾസ് for the supply of Consumables to Sewage Treatment 
വിതരണം ചെയ്യുന്നതിനുവേണ്ടി 

Plant of Govt. Medical College , Manjeri, Tender forms and 

details can be obtained from the Office of the Principal , 
ഏകദേശ വില - 4,00,000. 

Government Medical College, Manjeri on payment of 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

tender cost. Tender should be superscribed with tender 

number and addressed to the Principal, Government 
അസ്സൽ - - 840 . 

Medical College, Manjeri. Belated tenders will not be 
ഡ്യൂപ്ലിക്കേറ്റ് - - 420. 

accepted . Each tender should be submitted along with an 

agreement signed and executed in Kerala Stamp Paper 
തപാൽവഴി-- - 920. 

worth - 200 (Rupees Two hundred only ) and 
ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കുന്ന അ വ സാന E M D @ 1 % of the total cost of items tendered 
തീയതിയും സമയവും 20 -12 -2016 , 3 മണി. 

for/ Minimum - 1 ,500 (One Thousand five hundred only ). 

Stamp Paper will be supplied to the firm outside Kerala 
ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പന അവസാനിക്കുന്ന 

on request along with the remittance of - 250 (Rupees 
തീയതിയും സമയവും - 24 - 12 - 2016 , 3 മണി. 

Two hundred and fifty only ) by Money Order in favour 
- ദ ർ ഘാസ് ഫോറം സ്വീക രി ക്കുന്ന അ വ സാന് of Principal, Govt. Medical College , Manjeri . Specimen 
തീയതിയും സമയവും - 26 -12 - 2016 , 3 മണി. 

copy of the agreement is annexed with the tender form . 

Rates should be quoted in Indian Rupees only . All the 
ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും - 

taxes applicable to be clearly mentioned . Freight, 
27 -12 - 2016, 11 മണി. 

insurance , loading , unloading , errection and commission 
വില നിജപ്പെടുത്തിയിരിക്കുന്ന തീയതി - 31- 3 -2017. 

charges and installation should be borne by the 

tenderer. Payment also will be made in Indian Rupees. 
ദർഘാസ് ഫോറം വാങ്ങുന്നതിനും സമർപ്പിക്കുന്നതിനും 
ബന്ധപ്പെടേണ്ട മേൽവിലാസം പ്രിൻസിപ്പാൾ, ഗവ. മെഡിക്കൽ Superscription - Tender No. S1 -4078/2016/ GMCM for the 
കോളേജ്, മഞ്ചേരി, മലപ്പുറം- 676 121. 

supply of Consumables to Sewage 

Treatment Plant of Govt. Medical College, 
ദർഘാസ് ഫോറവും വിശ ദാം ശ ങ്ങളും മെഡിക്കൽ 

Hospital, Manjeri. 
കോളേജ് ആഫീസിൽനിന്നും പ്രവർത്തി സമയത്ത് ലഭ്യമാണ് 
( ഫോൺ: 0483 2764056 ). - 200 - ന്റെ കേരള മുദ്രപത്രത്തിൽ Estimated Cost - - 4,00 ,000 
നിശ്ചിത മാതൃ്യ ക യി ലു ള്ള സമ്മത പത്രവും വാഗ്ദ ത്ത 
തുകയുടെ 1 % അല്ലെങ്കിൽ ഏറ്റവും കുറഞ്ഞത് - 1,500 Cost of tender form : 
നിര ത ദ വ്യ ത്തോടുംകൂടി താഴെ നൽകി യി രി ക്കുന്ന 
മേലെ ഴു ത്തു മാ യി ദ ർ ഘാസ് സമർപ്പി ക്കേ ണ്ട താ ണ് . 

Original - 840 . 
സംസ്ഥാനത്തിന് പുറത്തുള്ളവർക്ക് മുദ്രപത്രംലഭിക്കുന്നതിന് 
- 280 മണിയോർഡർ സഹിതം പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 

Duplicate -- - 420. 
മെഡിക്കൽ കോ ളേജ്, മഞ്ചേരി എന്ന വിലാ സ ത്തിൽ 

By post _ ° 920. 
അപേക്ഷിക്കേണ്ട താ ണ്. നിരതദ വ്യ സമ്മതപത്രത്തിന്റെ 
മാ ത ക ദർഘാസ് ഫോറത്തിൽ അ നു ബ ന്ധ മായി 

Last date and time of sale of tender form by post 
ചേർത്തിട്ടുണ്ട്. 

20-12 -2016, 3 p. m . 
വില ഇന്ത്യൻ രൂപ യിൽ രേഖ പ്പെ ടു ത്തുകയും 

Last date and time of sale of tender form 
നികുതികളും മറ്റും വെവ്വേറെ പരാമർശിക്കേ ണ്ട തുമാ ണ് . 

24-12-2016 , 3 p. m . 
കടത്ത്, ഇൻഷ്വറൻസ്, ക യ റ്റി റ ക്ക് , യന്ത സാ മ ഗി കൾ 

Due date and time for receipt of tender 
സ്ഥാപിക്കൽ, കമ്മീഷൻ എന്നീ ചെലവുകൾ ദർഘാസുകാരൻ 26 - 12 -2016, 3 p . m . 
സ്വയം വഹി ക്കേ ണ്ട താ ണ് . തുക നൽകു ന്നത് ഇന്ത്യൻ 
രൂപ യി ലാ യി രി ക്കും . വൈകി ലഭി ക്കു ന്ന തും മതി യായ 

Date and time for opening of tender 
നിരതദ വ്യം , സമ്മതപത്രം, മറ്റു ദർഘാസ് വ്യവസ്ഥകൾ 

27 -12 - 2016, 11 a. m . 
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Date up to which rates are to be firm — 31 -3 -2017 . 

Person to be addressed for buying and submitting 
tender form - Principal, Govt . Medical College, Manjeri, 
Malappuram-676 121. 

The tender without required Earnest Money 
Deposit , agreement and not satisfying other tender 
conditions are liable to be rejected without further notice . 
Tender form is not transferable. Cheque , Draft, postage 
stamps etc . will not be accepted towards the cost of 
tender form . Duplicate copy of tender form can be 
obtained on payment of cost. The tenders will be opened 
in the presence of the tenderers or their authorized 
representatives as scheduled . 

Demonstration , if required , should be provided by the 
firm at their own expense. Further details can be had from 
the office of the Principal, Government Medical College , 
Manjeri during working hours. 


ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 24- 12 -2016 രാവിലെ 11 മണി. 

- ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും - 
24 - 12 -2016 രാവിലെ 11.30 മണി. 

ദർഘാസ് നമ്പർ എസ്2/ 22085/ 2016 / എം . സി. സി . എന്ന 
മേലെ ഴു ത്തോടുകൂടി നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, 
ഗവ. മെഡിക്കൽ കോളേജ്, കോഴി ക്കോട്- 8 എന്ന 
വിലാസത്തിൽ അയയ്ക്കുകയോ ചെയ്യേണ്ടതാകുന്നു . വൈകി 
ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ 
മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന ദിവസം രാവിലെ 11.30 മണിക്ക് 
ദർഘാസുകാരുടെയോ അംഗീകൃത പ്രതി നിധിയുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. തപാലിൽ ലഭിക്കേണ്ട 
ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണിയാർഡർ ഒഴികെ 
മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . 

- 200 വില യുള്ള കേരള മുദ്രപത്രത്തിൽ നിശ്ചിത 
മാ ത്യ ക യിലുള്ള സമ്മ ത പത്രം വാഗ്ദത്ത തുക യു ടെ 
1 % നിരതദ വ്യ ത്തോ ടു കൂടി ദർഘാ സി നോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 


SPECIAL CONDITIONS 
1. The brochure issued by the manufacturer in original 

should be attached . 
2. The firm should be arranged demonstration at his 

- own cost, if requested . 
3. Warranty - Should be mentioned from the date of 

supply . 
4. No advance payment will be made . 


- കൂടു തൽ വിവ ര ങ്ങ ൾ കോഴിക്കോട് മെഡിക്കൽ 
കോളേജിന്റെ ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ 
ലഭ്യമാണ്. 


Govt. Medical College, 
Manjeri. 


| ( Sd.) 
For Principal. 


ദർഘാസ് പരസ്യം 


നമ്പർ എസ്2/ 22085 / 2016 / എം . സി. സി . 2016 നവംബർ 8. 

കോഴി ക്കോട് മെഡിക്കൽ കോളേജിലെ 
മെകാബയോളജി വിഭാഗത്തിലേക്ക് തെർമൽ സെക്ടർ 
വിതരണം ചെയ്യുന്ന തി ലേക്ക് നിർമ്മാതാക്കളിൽ നിന്നോ 
അവരുടെ അംഗീകൃത ഡീലർമാരിൽ നിന്നോ മുദ്രവെച്ചതും 
മത്സ രാ ധി ഷ് ഠി ത വുമായ ദർഘാ സു കൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 


No . S2/ 22085 /2016/ MCC . 

8th November 2016 . 
Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
suppliers for the supply of Thermal Cycler Department of 
Microbiology of this College as detailed . 
Demonstration of the item is to be done if necessary. 
| Estimate Cost - 2 ,00,000 . 

Earnest Money Deposit — 1 % of the quoted 
amount. ( Minimum - 1,500) 
Cost of tender form : 

Original — · 525 . 
By post - - 575, 

Duplicate - 263 . 
Last date and time of sale of tender form by post 
17 -12 -2016, 3 p. m . 

Last date and time of sale of tender form 
23-12-2016, 3. p . m. 

Last date and time of receipt of tender form 
24- 12 - 2016, 11 a. m . 

Date and time of opening of tender 
24- 12 -2016 , 11.30 a. m . 

Tenders should be superscribed with tender 
No. S2 / 22085 / 2016 /MCC and addressed to the Principal, 
Govt. Medical College , Kozhikode. Each tender should be 

submitted along with an agreement signed and executed 
| in Kerala Stamp Paper worth - 200 and EMD @ 1 % of 
the total cost of the items tendered for. The tenders 


അടങ്കൽ തുക - - 2,00 ,000. 
നിരതദ്രവ്യം - ടെണ്ടർ തുകയുടെ 1 %. (മിനിമം - 1500) 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ- - 525. 
ഡ്യൂപ്ലിക്കേറ്റ് - 1 263. 

തപാൽ വഴി - - 575. 
ദർഘാസ് ഫോറങ്ങൾ തപാൽ വഴി വില്പന തീരുന്ന 
തീയതിയും സമയവും 17 -12 - 2016, 3 മണി. 

ദർഘാസ് ഫോറങ്ങൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും - 23 - 12 - 2016, 3 മണി. 
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will be opened on the above date in the presence of the - ക്രമ ദർഘാസ് നമ്പരും ഇനവും ഡിപ്പാർട്ട്മെന്റും 
tenderer or their authorized representatives. 

നമ്പർ 

ഏകദേശ ചെലവും 
Rate should be quoted in Indian rupees only against എസ്2/ 21991 /2016 / എം . സി . സി . - പാരഫിൻ വാക്സസ് 
payment. The tenders without the agreement and 

പത്തോളജി-- - 2,48,000 
sufficient Earnest Money Deposit and the tenders that do 

- എസ്2 - 21992 / 2016 / എം . സി . സി . - ഇമ്മ്യൂണോഹിസ്റ്റോ 
not satisfy the conditions are liable to be rejected without 

കെമിസ് ടി , റിയേജന്റ് ( ലിൻ ഹോമ പാ ന ൽ ) -- 
any notice. Cheque , Draft , Postage Stamps etc . will not 

പത്തോളജി - - - 3,43,000 
be accepted towards the cost of the tender forms. Stamp 

3 
Paper will be supplied to the firms outside Kerala , on 

എസ്2 - 21993 / 2016 / എം . സി. സി . - ഇമ്മ്യൂണോഹിസ്റ്റോ 
request, along with the remittance of - 250 by Money 

കെമിസ്ട്രി റിയേജന്റ് ( മറ്റുള്ളവ ) -പത്തോളജി 
Order taken in favour of Principal, Medical College, 

- 4, 00 ,000 
Kozhikode. 

എസ്2 - 219 94 / 2016/ എം . സി . സി . - എ . എച്ച്. സി . 
Further details can be had from the office of the 

പാനൽ - ഫോർ കാർസിനോമ ബീസ്റ്റ്-പത്തോളജി 
Principal, Medical College during working hours 

വിഭാഗം - 4,50,000 
Phone No. (0495- 2350212 ). 

- എസ്2 - 21995 / 2016 / എം. സി. സി. -- ഇമ്മ്യൂണോഫ്ളൂ സൈൻസ് 

റീയേജന്റ്പത്തോളജി - - 2,50,000 

- എസ്2 - 21996 / 2016 / എം . സി . സി . -- മൈനർ റിയേജന്റ് 
നമ്പർ എസ്2 - 21991/ 2016 / എം . സി. സി. 2016 നവംബർ 11. 

ഫോർ ബയോപ്സി പത്തോളജി - - 4,30, 000 
കോഴിക്കോട് ഗവൺമെന്റ് മെഡിക്കൽ കോളേജിലെ 

| 7 എസ്2 - 21997/ 2016 / എം . സി. സി . - മേജർ റിയേജന്റ് ഫോർ 
പത്തോള ജി വിഭാ ഗ ത്തി ലേക്ക് പാരഫിൻ വാക് സ് , 

ബയോപ്സിപത്തോളജി - - 2,70,000 
റീയേജന്റുകൾ, ഐ . എച്ച്. സി . പാനൽ ഫോർ 
കാർസിനോമ ബീസ്റ്റ് മുതലായവ വിതരണം ചെയ്യുന്നതിലേക്ക് ദർഘാസ് ഫോറത്തിന്റെ വില : - 
നിർ മ്മാ താ ക്ക ളിൽ നിന്നോ അ വ രുടെ അംഗീക ത 

അസ്സൽ- ക്രമനമ്പർ 1, 5, 7 ഇവയ്ക്ക് - 525, 
വിതരണക്കാരിൽ നിന്നോ മുദ്രവച്ചതും മത്സരാധിഷ്ഠിതവുമായ 

ക്രമനമ്പർ 2- ന് : 735, ക്രമനമ്പർ 3 - ന് 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

- 840, ക്രമനമ്പർ 4- നും 6- നും - 945. 
- ദർഘാസ് ഫോറവും വിശ ദാം ശ ങ്ങളും മെഡിക്കൽ 

പകർപ്പ് - കമനമ്പർ 1, 5, 7 ഇവയ്ക്ക് - 263 , 
കോളേജ് ആഫീസിൽ പ്രവർത്തി സ മ യത്ത് ലഭ്യ മാ ണ് 

ക്രമനമ്പർ 2- ന് - 368 , ക്രമനമ്പർ 3 - ന് 
( ഫോൺ: 0495 - 2350212 ). " 200 - ന്റെ കേരള മുദ്രപത്രത്തിൽ 

- 420, ക്രമനമ്പർ 4 - നും 6- നും - 473. 
നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രവും വാഗ്ദത്ത തുകയുടെ 
1 % നിരതദ്രവ്യത്തോടുംകൂടി മിനിമം - 1,500 താഴെ നൽകി 

തപാൽവഴി- ക്രമനമ്പർ 1, 5, 7 ഇവയ്ക്ക് - 575, 
യിരിക്കുന്ന മേലെഴുത്തുമായി ദർഘാസ് സമർപ്പിക്കേണ്ടതാണ്. 

ക്രമനമ്പർ 2- ന് - 785, ക്രമനമ്പർ 3- ന് 
സംസ്ഥാനത്തിന് പുറത്തുള്ള സ്ഥാപനങ്ങൾക്ക് മുദ്രപതം 

- 890, ക്രമനമ്പർ 4 - നും 6 - നും - 995. 
ലഭിക്കുന്നതിന് - 250 മണിയോർഡർ സഹിതം പ്രിൻസിപ്പാൾ, 

ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കു ന്ന അ വ സാന 
ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, കോഴിക്കോട്- 8 എന്ന 
വിലാ സ ത്തിൽ അപേ ക്ഷി ക്കേ ണ്ട താ ണ് . നിര ത ദ വ്യ 

തീയതിയും സമയവും 23 -12- 2016 , 11 അപരാഹ്നം. 
സമ്മതപത്രത്തിന്റെ മാ ത്യ ക ദർഘാസ് ഫോറത്തിൽ - ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പന അവസാനിക്കുന്ന 
അനുബന്ധമായി ചേർത്തിട്ടുണ്ട്. 

തീയതിയും സമയവും - 28- 12 - 2016, 3 അപരാഹ്നം. 
വില ഇന്ത്യൻ രൂപയിൽ രേഖപ്പെടുത്തിയിരിക്കേണ്ടതാണ്. - ദർ ഘാസ് ഫോറം സ്വീക രി ക്കുന്ന അ വ സാ ന 
നികുതികളും മറ്റും വെവ്വേറെ പരാമർശിക്കേണ്ടതാണ്. കടത്ത്, തീയതിയും സമയവും 29 - 12 - 2016 , 11 പൂർവ്വാഹ്നം. 
ഇൻഷ്വറൻസ്, കയറ്റിറക്ക്, യന്ത്രസാമഗ്രികൾ സ്ഥാപിക്കൽ, 

- ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
കമ്മീഷൻ എന്നീ ചെല വു കൾ ദർഘാ സു കാർ സ്വയം 
വഹിക്കേണ്ടതാണ്. തുക നൽകുന്നത് ഇന്ത്യൻ രൂപയിലായിരിക്കും. 

29- 12 -2016, 11.30 പൂർവ്വാഹ്നം. 
വൈകി ലഭിക്കുന്നതും മതിയായ നിരതദ്രവ്യം, സമ്മതപത്രം, 

വില നിജപ്പെടുത്തിയിരിക്കുന്ന തീയതി- 31- 3- 2017 . 
മറ്റു ദർഘാസ് വ്യവസ്ഥകൾ എന്നിവ പാലിക്കാത്തതുമായ 

നിബന്ധനകൾ 
ദർഘാസുകൾ മറ്റൊരു അറിയിപ്പും കൂടാതെതന്നെ നിരസിക്കുന്ന 
താണ്. ദർഘാസ് ഫോറം കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. 

1. നിർമ്മാതാവിൽനിന്നുള്ള കൈപു സ്തകം ( ത നത്) 
ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ ഒഴികെ 

ദർഘാസിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 
മറ്റൊന്നും സ്വീക രിക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറത്തിന്റെ 

ആവ ശ്യ പ്പെടുന്നപക്ഷം ദർഘാസുകാരൻ സ്വന്തം 
ഡ്യൂപ്ലിക്കേറ്റ് വില നൽകി വാങ്ങാവുന്നതാണ്. ദർഘാസുകൾ 

ചെലവിൽ സാധന സാമഗ്രികൾ പരിശോധനയ്ക്ക് 
താഴെ സൂചിപ്പിച്ചിരിക്കുന്നതുപ്രകാരം ദർഘാസുകാരന്റെയോ 

വിധേയമാക്കേണ്ടതാണ്. 
അംഗീകൃത പതി നി ധികളു ടെയോ സാന്നിദ്ധ്യ ത്തിൽ 
തുറക്കുന്നതാണ്. 

3. വാറണ്ടി ചുരുങ്ങിയത് 2 വർഷം. 
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4. വാർഷിക അറ്റകുറ്റപ്പണി സമഗ വാർഷിക 

(1) 
COQ A792m ( 211026013700 5 ( 1840) Moon CO 
വെവ്വേറെ സൂചിപ്പിച്ചിരിക്കേണ്ടതാണ്. ആവശ്യമെങ്കിൽ 
സാധന സാമഗ്രികളുടെ തെരഞ്ഞെടുപ്പിന് ഇ 

5 S2 -21995/2016 /MCC — Immunofluorosence Reagent 
നിരക്കുകൾ പരിഗണിക്കുന്നതാണ്. 

Pathology . — * 2,50,000 
5. DIMAJO OD MOBAsmoe . 

6 S2 -21996 /2016 /MCC — Minor Reagent for Biopsy 
No. S2-21991/2016 /MCC . 

11th November 2016 . 

Pathology . — * 4,30,000 
Sealed and competitive tenders in the prescribed 7 S2 - 21997 /2016 /MCC — Major Reagent for Biopsy 
form are invited from the manufatctures/authorized dealers 

Pathology. — * 2 ,70 ,000 
for the supply of Paraffin Wax, Reagents, IHC Panel for 
Carcinoma Breast to the Department of Pathology , 
Government Medical College , Kozhikode as detailed 

Cost of tender form : 
below . The tender forms and details can be obtained 
from the Office of the Principal, Government Medical 

Original — * 525 for Sl. Nos . 1, 5, 7, and · 735 for 
College , Kozhikode on payment of tender cost. Tender 

Sl. No. 2 , · 840 for Sl. No. 3, · 945 for 
should be superscribed with tender number and 

Sl. Nos. 4 , 6 . 
addressed to the Principal, Government Medical College , 
Kozhikode . Belated tender will not be accepted . Each 

Duplicate — · 263 for Sl. Nos . 1, 5, 7, ` 368 for 
tender should be submitted along with an agreement 

Sl. No . 2 , · 420 for Sl. No . 3, · 473 for 
signed and executed in Kerala Stamp Paper worth – 200 
(Rupees Two hundred only ) and Earnest Money Deposit 

Sl. Nos . 4 , 6 . 
@ 1 % of the total cost of the item tendered for. Stamp 
Paper will be supplied to the firm outside Kerala on 

By post - ` 575 for Sl. Nos. 1, 5 , 7 , - 785 for 
request along with remittance of ` 250 (Rupees Two 

Sl. No. 2 , · 890 for Sl. No. 3, " 995 for 
hundred and fifty only ) by money order in favour of 

Sl. Nos. 4 , 6 . 
Principal, Government Medical College , Kozhikode. 
Specimen copy of the tender annexed with the tender Closing date and time of tender form by post 
from . Rates should be quoted in Indian Rupees only . All 

23- 12 -2016 , 3 p. m . 
the taxes applicable is to be clearly mentioned . Freight, 
Insuarance , Loading , unloading , erection and commission Closing date and time of sale of tender form 
charges and installation charges should be borne by the 

28 -12- 2016 , 3 p . m . 
tenderer. 
The tender without required Earnest Money 

Due date and time for receipt of tender 
Deposit, agreement and not satisfying other tender 29- 12 -2016 , 11 a. m . 
conditions are liable to be rejected without further notice . 
Tender form is not transferable . Cheque , Draft , Postage 

Date and time for opening of tender 
Stamps etc . will not be accepted towards the cost of 29 -12 -2016 , 11. 30 a . m . 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost . The tender will be opened in 

Date up to which rates are to be firm — 31- 3 -2017 . 
the presence of tenders or their authorized representatives 
as scheduled. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
Si. Tender No ., Name of Item , Dept . 

should be attached . 
No. and Approximate Cost 

2 . The firm should be arranged demonstration at his 
(2 ) 

own cost, if request. 
1 S2 - 21991/ 2016 /MCC — Paraffin Wax Pathology. 

3. Warranty - Minimum 2 years. 
* 2,48,000 
2 S2 -21992 /2016 /MCC — Immunohisto Chemistry 

4 . AMC and CAMC Minimum 5 Years. AMC and 
Reagent (Lynphoma Panel) Pathology 

CAMC (rate to be mentioned separately) will be 
* 3,43,000 

considered for selection of necessary . 
3 S2- 21993 / 2016 /MCC — Immunohisto Chemistry 

5 . No advance payment will be made . 
Reagent (others ) Pathology. — * 4 ,00,000 
4 S2-21994/2016 /MCC — IHC Panel for Carcinoma Breast 

Govt. Medical College , 

(Sd .) 
Dept. of Pathology — * 4, 50 ,000 

Kozhikode . 

For Principal. 
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ദർഘാസ് പരസ്യം 


- കൂടു തൽ വിവ ര ങ്ങ ൾ പ്രവർത്തി സമയത്ത് ഇ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ടെണ്ടർ 
നട പടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വെയ്ക്കു ന്ന തി നോ 
നിർത്തിവയ്ക്കു ന്ന തിനോ ഉള്ള അധികാരം സൂപ്രണ്ടിൽ 
നിക്ഷിപ്തമാണ്. 


നമ്പർ എ1- 5346/ 2016 / ഐ . എം . സി . എച്ച്. 


2016 നവംബർ 9. 


കോഴി ക്കോട് മെഡിക്കൽ കോളേജ് മാ തൃ ശി ശു 
സംരക്ഷണ കേന്ദ്രത്തിലേക്ക് സി. എസ്. ആർ. യൂണിറ്റിലെ 

| No. A1 - 5346 /2016/IMCH . 

9th November 2016. 
ഇ . ടി . ഒ . സ്റ്റെറിലൈസറിന് ആ വ ശ്യ മായ ഇ . ടി . ഒ . 
കാട്രിഡ്ജ്, പാക്കിംഗ് മെറ്റീരിയൽ, കെമിക്കൽ ഇൻഡിക്കേറ്റർ, Sealed tenders are invited for supply of ETO 
ബയോളജിക്കൽ ഇൻ ഡിക്കേറ്റർ എന്നിവ വിത രണം Catridge, Packing Material, Chemical Indicator to ETO 
ചെയ്യുന്നതിലേക്ക് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ടെണ്ടറുകൾ 

- sterilizer in IMCH , Medical College, Calicut- 8 . List of item 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു 

can be had from the office of undersigned during office 
മുകളിൽ ദർഘാസ് നമ്പർ എഴുതേണ്ടതും സൂപ്രണ്ട്, മാതൃശിശു 
സംരക്ഷണ കേന്ദ്രം, കോഴിക്കോട്- 8, കേരളം എന്ന വിലാസത്തിൽ 

hours on any working days. Envelope containing tenders 
അയച്ചിരിക്കേണ്ടതുമാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 

should be superscribed with tender number or indicated in 
തീയതികളിലും സമയത്തുംഅപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 

the statement below and should be addressed to the 
സമർപ്പിച്ചവരുടെയോ അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള ഏജന്റു Superintendent, IMCH , Medical College, Calicut-8 , Kerala . 
മാരുടെയോ സാന്നിദ്ധ്യത്തിൽ 28 - 12 - 2016 -ാം തീയതി രാവിലെ 11 Tender must be submitted in sealed cover. Tender will be 
മണിക്ക് തുറക്കുന്നതാണ്. വൈകി കിട്ടുന്ന ദർഘാസുകൾ 

opened on 28 - 12 -2016 , 11 a.m . in the presence of such of 
പരിഗണിക്കുന്നതല്ല. 

the tenderers or their authorized persons who may be 
-- ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽ പ ര്യ മു ള്ള വർ present at that time. Late tenders will not be accepted . 

ഐ . എം . സി . എച്ച്. ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 

Intending tenderers may on application to the 
പകാരം തുക അടച്ചാൽ ലഭി ക്കു ന്ന താ ണ് . ദർഘാസ് 

Superintendent, IMCH , Medical College, Calicut- 8, Kerala 
ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, will obtain the requisite tender form in which the tenders 
പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് should be submitted . 
ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് ഫോറം 

Application for tender forms should be accompanied 
വി . പി. പി .യായി അയയ്ക്കുന്നതല്ല. 

by the cash remittance as noted below for a set of tender 
അടങ്കൽ തുക - - 2,66,600 . 

forms in which will not be refunded any circumstances. 
നിരതദ്രവ്യം - 1 %. 

The tenderers should undertake the responsibility for 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം): 

the intimate service even if any change in the dealership 

of the product supply. 
ഒറിജിനൽ - - 840. 

The tender forms are not transferable . Cheques, 
ഡ്യൂപ്ലിക്കേറ്റ് - 420. 

postage stamp, Draft etc . will not be accepted towards the 
- ദർഘാസ് ഫോറം വിൽക്കുന്ന അ വ സാ ന 

cost of tender forms. Tender forms will not be sent by 
തീയതിയും സമയവും 26 - 12- 2016, 3 മണി. 

VPP. Tender should be accompanied by EMD amounting 

to 1 % (Rounded to next one Rupee ) of the total cost of 
ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാ ന തീയതിയും 

article tendered for. The tenders not accompanied by 
സമയവും 27 - 12 - 2016, 5 മണി. 

sufficient EMD will not be entertained . 
- ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 

Approximate Cost _ - 2,66, 600 . 
31 - 5 - 2017 . 

Cost of tender form ( including Tax ) : 
- ക്രമ പ്രോഡക്ടിന്റെ പേര് 

അളവ് 
നമ്പർ ഇ . ടി . ഒ. സ്റ്റെറിലൈസർ 

Original - - 840 . 

Duplicate - 420 . 
1 ഇ . ടി. ഒ. കാട്രിഡ്ജ് 

156 എണ്ണം 

If sent by post, postage charge — · 50 . 
2 പാക്കിംഗ് മെറ്റീരിയൽ (10സെ. മീ. X200 മീ .) 18 റോൾ 

Closing date and time of sale of tender forms — 
3 പാക്കിംഗ് മെറ്റീരിയൽ ( 15സെ . മീ . X200 മീ.) 24 റോൾ 

26-12 -2016, 3 p . m . 
4 പാക്കിംഗ് മെറ്റീരിയൽ ( 20സെ. മീ. X200 മീ .) 24 റോൾ 

Last date and time of receipt of tender 
5 പാക്കിംഗ് മെറ്റീരിയൽ (30 മി. മീ. X200 മീ .) 18 റോൾ 

| 27-12 -2016, 5 p. m . 
6 കെമിക്കൽ ഇൻഡിക്കേറ്റർ (500 എണ്ണം) 2 പാക്കറ്റ് 
- 7 ബയോളജിക്കൽ ഇൻഡിക്കേറ്റർ (20 എണ്ണം) 1 പാക്കറ്റ് Date up to which rates are to be firm — 31 -5 - 2017 . 
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Details of Items 


- ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി- - 
31- 12 - 2017. 


| SI. 


Item (ETO Sterilizer) 


Qty. 


No . 


156 Nos. 

18 Roll 


1 
2 
3 
4 
5 
6 
7 


24 Roll 


ദർഘാസ് പ്രോഡക്ടിന്റെ പേര്- യൂണിറ്റ് അളവ് 
നമ്പർ ഇ . ടി. ഒ. സ്റ്റെറിലൈസർ 
എസ്1 / 1. പി. ടി. റീയേജന്റ് സ് (5 ml) 1 500 
6385/2016/ 2. എ പി ടി ടി റീജന്റ്സ് (2 ml) 1 500 

ഐ . എം . സി. എലോങ് വിത്ത് കാൽസ്യം 
എച്ച്. ക്ലോറൈഡ് 


ETO Catridge 
Packing material (10cm X200 mtr.) 
Packing Material (15cm X200 mtr.) 
Packing Material ( 20cm X200 mtr.) 
Packing Material (30mm X200 mtr.) 
Chemical Indicator (500 Nos.) 
Biological Indicator (20 Nos.) 


24 Roll 

18 Roll 
2 Packet 
1 Packet 


കൂടു തൽ വിവ ര ങ്ങൾ പ്രവർത്തി സമ യത്ത് ഇ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവുന്നതാണ്. ടെണ്ടർ 
- നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവെയ്ക്കു ന്നതിനോ 
നിർത്തിവയ്ക്കു ന്ന തിനോ ഉള്ള അധികാരം സൂപ ണ്ടിൽ 
നിക്ഷിപ്തമാണ്. 


Further details can be had from the office of the 
undersigned duly office hours on any working days. 


No. S1 - 6385/ 2016/IMCH. 


15th November 2016. 


Sealed tenders are invited for the supply of PT & 
നമ്പർ എസ്1 -6385 /2016 / ഐ . എം . സി. എച്ച്. 

APTT reagents items in IMCH , Medical College, Calicut-8 . 
2016 നവംബർ 15 . 

List of item can be had from the office of undersigned 
- കോഴി ക്കോട് മെഡിക്കൽ കോളേജ് മാത്യ ശിശു during office hours on any working days . Envelope 
സം രക്ഷണ കേന്ദ്ര ത്തി ലേക്ക് പി . ടി . & എ . പി . ടി . ടി . 

containing tenders should be superscribed with tender 
റീയേജന്റ് സ് വിത രണം ചെയ്യു ന്ന തി ലേക്ക് നിശ്ചിത 

number or indicated in the statement below and should 
ഫോറത്തിൽ മുദ്രവച്ച ടെണ്ടറുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

be addressed to the Superintendent, IMCH , Medical 
ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു മുകളിൽ ദർഘാസ് 

College , Calicut-8 , Kerala . Tender must be submitted in 
നമ്പർ എഴുതേണ്ടതും സൂപ്രണ്ട്, മാതൃശിശുസംരക്ഷണ കേന്ദ്രം, 
കോഴിക്കോട്- 8, കേരളം എന്ന വിലാസത്തിൽ അയച്ചിരിക്കേണ്ട 

sealed cover. Tender will be opened in the presence of 
തുമാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള തീയതികളിലും 

such of the tenderers or their authorized persons who may 
സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് സമർപ്പിച്ചവരു 

be present at that time. Late tenders will not be accepted . 
ടെയോ അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള ഏജന്റുമാരുടെയോ 

Intending tenderers may on application to the 
സാന്നി ദ്ധ്യ ത്തിൽ തുറ ക്കു ന്ന താ ണ്. വൈകി കിട്ടുന്ന 

Superintendent, IMCH , Medical College, Calicut-8 , Kerala 
ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

will obtain the requisite tender form in which the tenders 
ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽ പ ര്യ മു ള്ള വർ should be submitted . 
ഐ . എം . സി . എച്ച്. ഓഫീസിൽ അപേ ക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 

Application for tender forms should be accompanied 
പകാരം തുക അടച്ചാൽ ലഭി ക്കു ന്ന താ ണ്. ദർഘാസ് 

by the cash remittance as noted below for a set of tender 
ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല . ചെക്കുകൾ, forms in which will not be refunded any circumstances. 
പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് 

The tenderers should undertake the responsibility for 
ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് ഫോറം 

the intimate service even if any change in the dealership 
വി . പി . പി .യായി അയയ്ക്കുന്നതല്ല . 

of the product supply. 
അടങ്കൽ തുക - - 2,50,000. 

- The tender forms are not transferable . Charges, 
നിരതദ്രവ്യം - 1 %. 

postage stamp , draft etc . will not be accepted towards the 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം); 

cost of tender forms. Tender forms will not be sent by 
ഒറിജിനൽ - 840. 

VPP. Tender should be accompanied by EMD amounting 

to 1 % (Rounded to next one Rupee) of the total cost of 
ഡ്യൂപ്ലിക്കേറ്റ് - 420 . 

article tendered for. The tenders not accompanied by 
ദർ ഘാസ് ഫോറം വിൽക്കുന്ന അ വ സാ ന sufficient EMD will not be entertained . 
തീയതിയും സമയവും --5 - 1-2017, 3 മണി. 

Approximate Cost — * 2,50,000 . 
ദർഘാസ് സ്വീക രിക്കുന്ന അ വ സാ ന തീയ തിയും 

Cost of tender form ( including Tax ) : 
സമയവും - 6 - 1 - 2017 , 5 മണി. 

Original - - 840. 
ദർ ഘാ സ് തുറക്കുന്ന തീയ തിയും സമയവും 
7 - 1 - 2017, 11 മണി. 

Duplicate - 420 . 
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മേലെഴുത്ത് 


13th DEC. 2016) 

STORES PURCHASE 
If sent by post, postage charge — · 50 . 

കമ 

ദർഘാസ് നമ്പർ 

നമ്പർ 
Closing date and time of sale of tender forms 
5-1- 2017 , 3 p . m . 

- 1 എസ് .2 /2118 /16/ ഡി . സി . സി . 
Last date and time of receipt of tender 
6 -1- 2017, 5 p . m . 

- 2 എസ് .2/ 2119 /16 / ഡി. സി . സി. 


സ്റ്റാന്റേർഡ് മേസ്റൻ 
കിറ്റ് 
കോൺട്രാ ആംഗിൾ 
എയറോട്ടർ ഹാൻഡ് 
പീസ് 


Opening date & time of tender form — 7 - 1 - 2017 , 
11 a . m . 


ദർഘാസ് ഫോറത്തിന്റെ വില : 


Date up to which rates are to be firm — 31- 12 - 2017 . 


Details of Items 


S ). 


Item 


(ETO Sterilizer ) 


Qty. 


No. 


ഒറിജിനൽ-- - 630 . 
ഡ്യൂപ്ലിക്കേറ്റ് - 1 320. 

തപാൽ വഴി ( എം. ഒ. മാത്രം) - - 680 . 
ദർ ഘാസ് ഫോറങ്ങൾ വില് പ ന അ വസാനിക്കുന്ന 
തീയതിയും സമയവും (തപാൽ മുഖേന) - 21- 12 -2016 , 3 മണി. 

ദർ ഘാസ് ഫോറങ്ങൾ വില്പന അവസാനിക്കുന്ന 
തീയതിയും സമയവും - 28 - 12 - 2016 , 3 മണി. 

ദർഘാസ് ഫോറങ്ങൾ ലഭി ക്കേണ്ട അ വ സാ ന 
തീയതിയും സമയവും - 29 - 12 -2016, 4 മണി. 


- 


500 


1 PT Reagents (5ml) 
2 APTT Reagents (2ml) along with - 500 

Calcium Chloride 

Further details can be had from the office of the 
undersigned duly office hours on any working days . 


- ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും 
30 - 12 - 2016 രാവിലെ 11 മണി. 


Institute of Maternal and Child Health , 

Medical College, 
Kozhikode. 


( Sd.) 


Superintendent. 


No. S2/ 2118/2016/DCC. 


19th November 2016. 


ദർഘാസ് പരസ്യം 

Sealed and superscribed tenders in the prescribed 

forms are invited for the supply of Various Dental 
നമ്പർ എസ് 2/ 2118/ 2016/ ഡി. സി. സി . 2016 നവംബർ 19 . 

Equipments for Dental College , Calicut. Tender forms 
കോഴി ക്കോട് ദന്തൽ കോളേജിലെ വിവിധ can be had from the office of the Principal Dental 
വിഭാഗത്തിലേക്ക് ആവശ്യമായ ദന്തൽ എക്യുപ്മെന്റ് സ് College , Kozhikode direct on payment as per the 
വിതരണം ചെയ്യുന്നതിലേക്ക് നിർമ്മാതാക്കളിൽ നിന്നോ 

schedule attached . The last date of receipt of tender is 
അ വരുടെ അംഗീകൃത ഡീലർ മാ രിൽ നിന്നോ മുദ്ര 

- 4 p . m . on 29 - 12 - 2016 , late tenders will not be accepted. 
വെച്ചതും മത്സ രാ ധി ഷ്ഠി ത മാ യതുമായ ദർഘാ സു കൾ 

Tender forms are not transferable under any 

circumstances . Cheques, Drafts , Postage Stamps etc . 
ക്ഷണിച്ചുകൊള്ളുന്നു . 

will not be accepted towards the cost of the tender 
ദർഘാസുകൾ മേലെഴുത്തോടുകൂടി നേരിട്ട് നൽകുകയോ forms nor will the forms be sent by VPP. 
പ്രിൻസിപ്പാൾ, ഗവ. ദന്തൽ കോളേജ്, കോഴിക്കോട്- 8 എന്ന 
വിലാ സ ത്തിൽ അ യ യ് ക്കു കയോ ചെയ്യേണ്ട താ കു ന്നു . 

IMPORTANT 
ദർഘാസുകൾ അനുബന്ധ പ്രകാരം രാവിലെ 11 മണിക്ക് The tender should send along with the tender an 
ദർഘാസുകാരുടെയോ അംഗീകൃത പ്രതി നിധിയുടെയോ agreement executed and signed in Kerala Stamp Paper 
സാന്നിദ്ധ്യത്തിൽ തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കേണ്ട - worth - 200 ( Rupees Two Hundred only ) and an 
ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണി ഓർഡർ ഒഴികെ EMD at 1 % of the total cost of the items tendered for 
മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. വൈകികിട്ടുന്ന ദർഘാസു - Minimum - 1,500 . Tenders without agreement and EMD 
കൾ സ്വീകരിക്കുന്നതല്ല. 

will be rejected outright. Specimen agreenment is 

annexed to the prescribed tender form . Stamp Paper 
- 200 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ നിശ്ചിത 

will be supplied to the firms outside Kerala , on 
മാ ത ക യിലുള്ള സമ്മത പത്രം വാഗ് ദ ത്ത തുക യു ടെ request, along with a remittance of - 250 (Rupees 
1 % നിരതദ വ്യ ത്താ ടു കൂടി ദർ ഘാ സി നോടൊപ്പം Two Hundred and Fifty towards the cost of stamp 
സമർപ്പിക്കേണ്ടതാണ്. 

paper and · 50 as incidental charges) by Money Order 

Brand name and Warranty of the items quoted should 
കൂടു തൽ വിവ ര ങ്ങ ൾ കോഴിക്കോട് ഗവ . ദന്തൽ be mentioned . AMC /CAMC rate should also be 
കോളേജിന്റെ ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ mentioned along with tender documents. Demonstration 
ലഭ്യമാണ്. 

of the quoted item should be made, if necessary . 
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St . 


Tender No. 


Superscription 


ദർഘാസ് തുറ ന്നു പരിശോധിക്കുന്ന തീയതിയും 
സമയവും - 16 - 12 - 2016, 2 മണി. 


No . 


- 1 


S2/2118/ 2016/DCC 


Standard Masseran Kit 


2 


S2/2119 /2016/DCC 


Contra Angle Airotor 
Hand piece 


Cost of tender forms : 

Original - 630. 
Duplicate — * 320 . 


ദർഘാസ് ഫോറം തപാൽമുഖേന ആവശ്യമുള്ളവർ 
- 35 അധിക മായി ഓരോ ദർഘാസ് ഫോറത്തിന്റെയും 
വിലയോടൊപ്പം മണിയോർഡറായി അയയ്ക്കേ ണ്ടതാണ്. 
മണിയോർഡർ സ്വീകരിക്കുന്ന അവസാന തീയതി 5 - 12 - 2016 
ആയി രി ക്കും . മുകളിൽ പറ ഞ്ഞി രി ക്കുന്ന ദർഘാസ് 
ഫോറത്തിന്റെ വില എല്ലാ നികുതിയും ഉൾപ്പെടെയാണ്. 
- ദർഘാസ് ഫോറങ്ങൾ പ്രിൻസിപ്പാൾ, രാജീവ്ഗാന്ധി 
ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് ടെക്നോളജി, വെള്ളൂർ പി . ഒ., പാമ്പാടി, 

കോട്ടയം -686 501എന്ന വിലാസത്തിൽ നേരിട്ടോ മണിയോർഡർ 
മുഖനയോ എല്ലാ പ്രവൃത്തി ദിവ സ ങ്ങ ളിലും രാവിലെ 
10 മണിമുതൽ വൈകുന്നേരം 3 മണിവരെ ലഭിക്കുന്നതാണ്. 


Cost of tender form by post ( M . O ) only - 


680 . 


Closing date and time of sale of tender form by 
post - 21 - 12 - 2016 , 3 p . m . 


Closing date and time of sale of tender forms 
28 -12- 2016, 3 . p . m . 

Last date and time of receipt of tender form 
29-12 -2016, 4 p . m . 


ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനുമുകളിൽ ദർഘാസ് 
നമ്പരും തീയതിയും രേഖപ്പെടുത്തേണ്ടതാണ്. ദർഘാസ് 
ഫോറങ്ങൾ യാതൊരു കാരണവശാലും കൈമാറ്റം ചെയ്യുവാൻ 
പാടുള്ളതല്ല. ചെക്ക്, ഡ്രാഫ്റ്റ്, പോസ്റ്റൽ ഓർഡർ, തപാൽ 
സ്റ്റാമ്പ് മുതലായവ സ്വീകരിക്കുന്നതല്ല. 

ദർഘാസ് നിയമം അനുസരിച്ച് ദർഘാസ് സമർപ്പിക്കുന്ന 
ആൾ ദർഘാ സി നോ ടൊപ്പം - 200 വില യുള്ള കേര ള 
മുദ്രപ്പത്രത്തിൽ സമ്മതപത്രത്തോടൊപ്പം മൊത്തം തുകയുടെ 
ഒരു ശതമാനം (1 %) നിരതദ്രവ്യം ഡിഡി ആയി സമർപ്പിക്കേണ്ട 
താണ്. ഇവ ഇല്ലാത്ത ദർഘാസുകൾ നിരുപാധികം നിരസി 
ക്കപ്പെടുന്നതാണ്. ഉപകരണങ്ങളുടെ വിശദവിവരങ്ങൾ ദർഘാസ് 
ഫോറത്തിനൊപ്പം ലഭിക്കുന്നതാണ്. 


Date and time of opening of tender 
30 -12-2016, 11 . a. m . 


Govt. Dental College , 
Kozhikode. 


(Sd.) 
Principal. 


Technical Education Department 


ലഘു ദർഘാസ് പരസ്യം 


നമ്പർ ഡി3 / 5389 / 2016 / RIT . 


| 2016 നവംബർ 9. 


- കോട്ടയം രാജീവ്ഗാന്ധി ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് 
ടെക്നോളജിയിലെ ഇലക്ട്രിക്കൽ ഡിപ്പാർട്ടുമെന്റിലേയും 
ഇലക് ടോണിക് സ് ഡിപ്പാർട്ടുമെന്റിലേയും വിവിധ 
ലാബുകളിലേക്ക് ഇലക്ട്രോണിക്സ് കൺസ്യൂമബിൾ സ് 
നൽകുന്നതിന് താൽപര്യമുള്ള കരാറുകാരിൽ നിന്നും മുദ്രവച്ച 
കവറുകളിൽ മത്സരസ്വഭാവമുള്ള ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 


No. D3/5389 / 2016 /RIT. 

| 9th November 2016 . 
Sealed tenders are invited for the supply of 
Electronics Consumebales requier for the use in the 
various Labs of EEE Department and ECE Department to 
Rajiv Gandhi Institute of Technology , Kottayam at a 
| total cost of - 4 ,08, 735. 
- Cost of tender forms (Including taxes for each tender): 

Original — 840. 

Duplicate - 420. 
Last date and time of sale of tender form 
- 15- 12- 2016, 2 p. m. 

Last date and time of receipt of tender 
16 -12- 2016, 11 a. m . 

- Date and time of opening of tender - 16 - 12 - 2016, 
2 p. m . 

Those who want tender forms by Registered Post 
should send · 35 extra for each tender besides the cost of 
tender forms by Money Order to the undersigned which 
should be received on or before 5 - 12 -2016 . 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology , 
Velloor P. O ., Pampady , Kottayam -686 501 on a cash 
remittance as above or by Money Order on all working 
days between 10 a. m . to 3 p . m . The tenders should be 
superscribed with Tender No . and date . Cheque , Postage 


അടങ്കൽ തുക - - 4, 08,735. 


ദർഘാസ് ഫോറത്തിന്റെ വില : 


അസ്സൽ - - 840. 


പകർപ്പ് - 420. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 15 - 12 -2016 , 2 മണി. 


പൂരിപ്പിച്ച ദർഘാ സ് സ്വീകരിക്കുന്ന അ വ സാ ന 
തീയതിയും സമയവും 16 - 12- 2016 , 11 മണി. 
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Stamp, Draft , Postal Order etc. will not be accepted 

(2 ) 
towards the cost of the tender forms. The tender forms 

No. D4 -6479 /2016 . 

21st November 2016 . 
are not transferable . 

As per the tender condition , the tenderer should Sealed tenders are invited for the supply of 
send along with this tender with an agreement executed Equipments /Consumables for Government Engineering 
duly signed in Kerala Stamp Paper of value of “ 200 and 

College , Thrissur. 
EMD 1 % of total cost of the articles tendered by way of 
DD in favour of the Principal , Rajiv Gandhi Institute of S1. Tender Name of Lab and Items and 
Technology , Kottayam . Tender without agreement and 

No . No . approximate cost specification 
EMD will be rejected. Detailed specification will be issued 
along with the tender forms. 

1 D4/125/ 2016 - 17 MCA Electrical - Computer 
Rajiv Gandhi Institute of 

( Sd .) 

- 2,00 ,000 

chairs 
Technology, Kottayam . 

Principal. 
2 D3/126 /2016 -17 Physical 

Fitness 
Education 

Equipments 
SHORT TENDER NOTICES 

- 4,95 ,700 


Tender value — 630 + Postal Charge for Sl. No. 1 
No. D2-5308 /2016 . 

21st November 2016 . 

and · 1,575 + Postal Charge for Sl. No. 2 . 
Sealed tenders are invited for the supply and 

Last date and time of sale of tender form 
purchase of Multi-Media Projector for Civil Engineering 
Department 

22 -12 -2016 , 12 Noon. 
Tenders should be superscribed as Tender 

Last date and time of receipt of tender 
No. D1/ 123 / 2016 - 17 for the supply of Multi-Media 22- 12 -2016, 2 p. m . 
Projector for Civil Engineering Department and addressed 

Date and time of opening of tender — 23 - 12 - 2016 , 
to Principal, Govt. Engineering College, Thrissur, Kerala. 

11 a . m . 
The last date for the receipt of tender is 16 - 12 - 2016 at 
2 p . m . The tenders will be opend at 11 a . m . on Intending tenderers may on application to the 
17 - 12 - 2016 in the presence of such tenderers or their 

Principal , Government Engineering College , Thrissur, obtain 
authorised representatives who may be present at that time. 

the requisite tender form . Late tenders will not be 
Intending tenderers may obtain the requisite tender 

accepted . Application for the tender form should be 
form from the Principal, Government Engineering College . 

accompanied by cash remittance, as per the price fixed for 
Thrissur on cash remittance of · 630 + postal charge. 

the tender form . 
Tender forms are not transferable. The sale of tender 
forms will be closed on 16 - 12 - 2016 at 12 Noon . Late 

Cheques , Postage Stamps etc . will not be accepted 
tenders will not be accepted . Application for the tender 

towards the cost of the forms, nor the forms will be sent 
form should be accompanied by cash remittance , the price 

by VPP. 
fixed for a form . 
Cost of tender form should be remitted in cash or 

Tenders should be accompanied by EMD of 1 % of 
by money order “ 630 + postal charge . Cheques, Postage the amount by DD drawn in favour of the Principal, 
Stamps etc., will not be accepted towards the cost of forms 

Government Engineering College, Thrissur with an 
nor the forms, nor will be sent by V . P. P . 

agreement in Kerala Stamp Paper worth · 200. Details 
Tenders should be accompanied by EMD of 1 % of can be had from the Government Engineering College 
the amount by DD drawn in favour of the Principal, 

Office. 
Government Engineering College, Thrissur with an 
agreement in Kerala Stamp Paper worth ™ 200 . Details can Phone No. : 0487 -2334144. 
be had from the Government Engineering College Office . 

Website :www . gectcr.ac . in 
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KERALA GAZETTE 


[PART III 


No, D4- 6250/2016. 

23rd November 2016. 
Sealed tenders are invited for the supply of 
Interactive LED Display Panel Board for Government 
Engineering College, Thrissur. 


- ദർഘാസുകൾ ഈ കാര്യാലയത്തിൽ നിന്നും 29 - 12 -2016 
രാവിലെ 11 മണിവരെ വാങ്ങാ വു ന്ന തും പൂരിപ്പിച്ച 
ദർഘാസുകൾ 29 - 12 - 2016, 3 മണിവരെ സ്വീകരിക്കുന്നതും 
ആയിരിക്കും. മേൽ കാണിച്ച തീയതിയിലും സമയത്തിനുള്ളിലും 
സ്വീക രിക്ക പ്പെടുന്ന ദർഘാ സു കൾ 30 - 12 - 2016 രാവിലെ 
11 മണിക്ക് ഹാജരുള്ള ദർഘാസുകാരുടെയോ അധികാര 
പ്പെടുത്തുന്നവരുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതു മാ 
യിരിക്കും. 


Sl. 
No. 


Tender Name of Department Items and 
No . - 

specification and 
Approximate cost 


| 1 D4/ 124 /2016-17 


Central Library 


LED Display 
Panel Board 
- 2 , 75 ,000 


നിശ്ചിത ഫോറത്തിലല്ലാത്തതും, നിശ്ചിത തീയതിക്കും 
സമയത്തിനുള്ളിലല്ലാതെയും ലഭിക്കുന്ന ദർഘാസുകളും വില 
ഉറപ്പ് കാലാവധിയില്ലാത്തതും വില വ്യതിയാനങ്ങളുള്ളതുമായ 
ദർഘാസുകൾ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . 
കൂടുതൽ വിവരങ്ങൾ ഈ കാര്യാലയത്തിൽ നിന്നും അറിയാവു 
ന്നതാണ്. 


Tender value - 945 + Postal Charge . 

Last date and time of sale of tender form 
19 -12 - 2016 , 12 Noon . 

Last date and time of receipt of tender 
19- 12 - 2016, 2 p . m . 

Date and time of opening of tender — 20 - 12 -2016 , 
11 a . m . 

Intending tenderers may on application to the 
Principal, Government Engineering College , Thrissur, obtain 
the requisite tender form . Late tenders will not be 
accepted . Application for the tender form should be 
accompanied by cash remittance , as per the price fixed for 
the tender form . 

Cheques , Postage Stamps etc . will not be accepted 
towards the cost of the forms, nor the forms will be sent 
by VPP . 

| Tenders should be accompanied by EMD of 1 % of 
the amount by DD drawn in favour of the Principal, 
Government Engineering College, Thrissur with an 
agreement in Kerala Stamp Paper Worth - 200 . Details 
can be had from the Government Engineering College 
Office . 
Phone No . : 0487- 2334144. 
Website : www. gectcr.ac .in 


| [No. 01/2016-17) 
No , B /1432/ 2016. 

| 16th November 2016. 
Sealed competitive tenders are invited for the supply 
of Air Conditioners for Electronics Engineering Department. 
Tenders should be addressed to the Principal, 
IPT & GPTC , Shoranur in a sealed cover with the 
Superscription as Tender No. 1/2016 - 17 , supply of Air 
Conditioners for Electronics Engineering Department". 

Tender forms in the prescribed form can be 
obtained from the Office of the Principal, IPT & GPTC , 
Shoranur either in person on cash remittance of 
- 400 + VAT as applicable or by post through Money 
Order, with postage charge of - 40 need also be 
furnished in addition to the cost of tender form , if the 
same is to be send by post. Duplicate copies of the tender 
form are also available on payment of - 200 + VAT as 
applicable . The cost of tender form once paid will not be 
refunded under any circumstances. Tender forms are not 
transferable too . 


VOLT Thriss200 
. pollege 


The last date and time for the sale of tender form is 
up to 11 a . m . on 29 - 12 - 2016 and the last date of receipt 
of tender form is up to 3 p . m . on 29 - 12 -2016 . Received 
tenders will be opened at 11 a . m . on 30 - 12 - 2016 at the 
office of the undersigned in presence of tenderers of their 
authorized nominees who may be present at that time. 


Government Engineering 

( Sd.) 
College , Thrissur. 

Principal. 
ദർഘാസ് പരസ്യം 

| [നമ്പർ 01/2016-17) 
നമ്പർ ബി - 1432 / 2016. 

2016 നവംബർ 16. 
- ഷൊർണ്ണൂർ ഐ . പി . ടി . ആന്റ് ഗവൺമെന്റ് 
പോളിടെക് നിക് കോളേ ജി ലെ ഇലക് ടോണിക് സ് 
വിഭാഗത്തിലേക്ക് എയർ കണ്ടീഷണർ വാങ്ങുന്നതിന് മുദ്രവച്ച 
മത്സരസ്വഭാവമുള്ള ദർഘാസുകൾ ക്ഷണിക്കുന്നു . 

ദർഘാസുകൾ അടക്കം ചെയ്യുന്ന ലക്കോട്ടിന് പുറത്ത് 
"" പ്രിൻസിപ്പാൾ, ഐ . പി . ടി . ആന്റ് ഗവ . പോളിടെക്നിക് 
കോളേജ്, ഷൊർണ്ണൂർ, പാലക്കാട് ജില്ല എന്ന വിലാസം 
രേഖപ്പെടുത്തേണ്ടതും " ദർഘാസ് നമ്പർ ബി / 01/ 2016 - 17 , എന്ന് 
ലക്കോട്ടിനു മുകളിലായി മുദ്രാങ്കിതം ചെയ്യേണ്ടതുമാണ്. 

നിശ്ചിത ഫോറത്തിലുള്ള ദർഘാസുകൾ - 400 + 
വിൽപ്പന നികുതി - 20 നിരക്കിൽ നേരിട്ട് അടച്ചോ - 420 + 40 
എം . ഒ . അയച്ച് തപാൽ മാർഗ്ഗമോ വാങ്ങാവുന്നതും ഇരട്ടിപ്പ് 
ആവശ്യമുള്ളവർ - 200 + 10 വാറ്റ് കൂടി അടയ്ക്കേണ്ടതും ആണ്. 
ദർഘാസ് ഫോറത്തിന്റെ വില യാതൊരു കാരണവശാലും മടക്കി 
നൽകു ന്ന ത ല്ല . ദർഘാ സു കൾ കൈമാറ്റം ചെയ്യാൻ 
പാടുള്ളതല്ല. 


Intending tenderers shall either submit the tenders 
directly of this office or send the same so as to reach 
the undersigned on the due date and time mentioned 
above . No tender received after the specified date and 
time will be accepted on any account. Short Tenders which 
are not in the prescribed form , not stipulating the period 
of firmness and with price variation clauses and or 
subject to prior sale conditions are liable to be rejected . 
Other details can be had from the office of the 
undersigned on all working days. 


Office of the Principal, 
Institute of Printing Technology & 
Govt. Polytechnic College, Shoranur. 


(Sd .) 
Principal. 
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